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Si LONDON: HAUGHTON & COMPANY, 10) | PATERNOSTER ROW, RA Cc 


Designed and Constructed for the Complete Equipment. of. Telegraph Cabsy Factoriés and 


TELEGRAPH ENSNEERS, ELECTRICIANS, & rons 
OFFICE: 16, UNION COURT, OLD BROAD: STREET, LONDON, BC. 
WORKS : VICTORIA ROAD, CHARLTON, LONDON 


Pre of all Telegraph Appliances, Materials, and Machinery for Viking snd 
_ Laying Submarine Cables, and Contractors for Underground & Aerial Pelegraphs, 


tron Ti clegraph Buoys, Grapnels, both Patent and Ordinary ; Centipedes, Creepers, Mushroonis, Sinkers, Cable 
Zanks, Picking-up and Paying-out Machinery, Dynamometers, Bow and Stern Gear; Steam and Hand 
| Hauling Gears, Rope and Chatu Fittings, Cable Drums, Splicing and Jointing Tools, Be. 


Vesssis, Wire Testing Machines for Tension, Elongation, and Torsion. 
Machines for Shallow and Deep Water. 


Apparatus and Material used in the Construction and Maintenance of LAN 


IN SULATORS— Foknson & Phitli#s's Patent Fluid Tosvlators, and all kirds of the ordinary form. 
Makers.of Higgins Patent Bichromate and al the à forms, ‘Contractors for the: 
d Carbon Battery Phases of of spécial 
POLMA—Wrought or Composite Poles of various | | 
| _ Fasulaied Copper Wires, Strand and Ropes, tagett or braided, for Electric Lighting purposes, also Carbon Rode. 
ESTIMATES GIVEN. FOR COMPLETE SYSTEMS OF ELECTRIC LIGHTING. 


_HIGHTNING BRECTED, FESTED AND MAINTAINED. 


BLECTR Ic LIGHT. 
SIEMENS BROTHERS 


TELEGRAPH ENGINEERS, 
MANUPACTURERS OF 
SIEMENS’ PATENT DYNAMO-ELECTRIC MACHINES, LAMPS, cARRoN: 8, 
and all APPARATUS necessany oR tus ron 
Star ions, Wuarves, Docks, Lishrnouses, Suips, Facrorres, Weaving ‘Suerps, Yarps, 


of Submarine Cables, Materials for Overground Lines; Tron Telegraph Posts, Dstrumens 
7 Batteries, Electric Mine Expioders, and Telegraph Apparatus of ali bi binds, 
haying Caëtes, for the erection of Land Lines, and for the hic 
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The durahili hess 1a now established experience, one of thém having ran night and day at the Hinckléy Gas Works fer over mie mon 

this being By to about 23 average Over 1,900 already delivered, Ver numerous Testimonials from Users, 


ne 2e of Science, and others, on application to 
No ta oF and Steam Gauges to watch. 


H SOPT ©” SILENT GAS E N G IN E. 


THEY ARE USED FOR ALL. PURPOSES, EUS PRINTING AND PUMPING. 


Prices incl Fly-wheel, & Driving Pulley; Water Vessel, Several Duplicates, Gas Fittings Meter 


| 2 USE: 
WORKS & HEAD OFFICES: ROSSLEY BROTHERS, Queen Victoria 
Magibro St, Gloucester St. | | | 
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DAVIS & TIMMINS, 
-SCREW MANUFACTURERS. 


_BOWLING GREEN LANE, FARRINGDON ROAD, EC. 
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advance upon the ordinary block system.” — The Times. 
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PATENTS FOR INVENTIONS. 


OBERTSON, BROMAN, & Co: (established 50 
years) continue to obtain Patents for Inventions. .. Pamphlet, 


containing special advice, gratis or by post, 166, Fleet Street, 
London. | | 


TO INVENTORS. 


ESSRS. BREWER & JENSEN, British, Foreign, 
and Colonial Patent Agents, give prompt personal attention 


to all matters intrusted to them. Office for Patents, 33, Chancery 
Lane, W.C. Established 1844. 


(;EOLOGY.—In the Preface to the Student’s 

ELEMENTS of GEOLOGY, by Sir Charles Lyell, price 9s., 
he says:—‘“‘ As it is impossible to enable the reader to recognise 
rocks and minerals at sight by aid of verbal descriptions or figures, 
he will do well to obtain a well-arranged collection of specimens, 
such as may be procured from Mr. TEN NANT (149. Strand), 
Teacher of Mineralogy at King’s: College, London.” These 
ex pe are supplied on the following terms, in plain Mahogany 

abinets :— 


100 Specimens, in Cabinet, with 3 Trays 


200 Specimens, in Cabinet, with 5 Trays ¢. 8.0 
300 Specimens, in Cabinet, with 9 Drawers .. 10 10 0 
400 Specimens, in Cabinet, with 13 Drawers .. 21 0 o 


More extensive Collections at 50 to 5,000 Guineas each. 


FLAR BORROW & Co. 
. ELECTRIC TELEGRAPH ENGINEERS, 
CONTRACTORS AND MANUFACTURERS, 


4, Circus Street, Marylebone, W. 


Makers of Block Instruments, Single and Double Needle Instru- 
ments, Coils for same with Induced Needles, Lines constructed 
and maintained. Batteries of every description. Electric Bells, 
Indicators, Thief and Fire Alarms for private houses, banks, hotels, 
warehouses, &c., &c. Lightning Conductors. All kinds of Electrical 
Mining Apparatus. H. and Co. draw attention to their Bells, &c., 
especially adapted for mines. Models made. Experiments carried 
out.—4, Circus Street, Marylebone, London, W. 


BLOCK TELEGRAPHS AND ELECTRIC 


INTERLOCKING SIGNALS. 
TYER & COMPANY 


Respectfully invite the attention of Railway Directors, Managers, 
and Engineers to their important improvements in ‘‘ Block” 
Telegraphs, especially to their new system (Patent 1874, in con- 
junction with Messrs. Saxspy & FARMER), inspected and improved 
by Captain TYLER, on behalf of the Board of Trade. By the use 
of this appliance, a signalman who receives a telegraphic indication 
of aline blocked from the signalman in advance, cannot possibly 
Mia a contrary signal upon the outside semaphore to the engine- 
river, | 
‘Such is the latest development of railway signalling, which is 
worthy of careful attention, constituting, as it does, a marked 


Office and Works—4, OLD STREET, GOSWELL Roap, Lonpon. | 


[NSULATED COPPER WIRE, SILK, 


Cotton, or India-rubber covered. Conductivity guaranteed. 
German Silver Wires for Resistance, Braided Handled Cord, Silk 
Cord for Electric Bells, &c,—J, & W. RICKARD, Insulated Wire -- 


OP BRAS. 


" ENTLEMAN'S, 6s. ; Lady’s, ss. 6d. Warranted Goods. Electric 
Bells from 6s. Improved Microphone and Battery 1% 
one, 2s. 6d, Double Line Wire, 1d. and 2d. per yard. 
GIBBINS, 44, Parkfield Street, Islington. 


MACHINERY for covering Telegraph Wire with 
Silk, Cotton, Flax, Hemp, India-Rubber, Gutta-Percha, + : 
Wire Stranding Machines. Complete sets of Machinery for the 

Manufacture of Telegraph Cables. 


TELEGRAPHIC CABINET WORK 
M. FOXCROFT, 


54, COMPTON STREET, CLERKENWELL. 
Be | (Established 1844.) 


INSTRUMENT CASES OF ALL DESCRIPTIONS. 


Lock and Block, Single Needle, Bell, Sounder, and 


; Telephone. | 
CABINET WORK. DESIGNED TO SUIT NEW 
INSTRUMENTS... 


TELEGRAPH INSTRUMENT CASES. 


GEORGE BEECH, 


10, SANDRINGHAM RD. HIGH ST. 


KINGSLAND, 


Continues to supply Railway and Telegraph Engineers with 
every description of Telegraph Instrument Cases, Single 
Needle, Block, Bell, Switch, &c. The material and work- 
manship of first quality and guaranteed. | 


Terms moderate for Cash. 


J. F. FOXCROFT, 


Celegraph & Surgical Instrument Case Manufacturer, 
89, LEVER STREET, GOSWELL ROAD. 


Single and Double Needle Instrument Cases, Disc Cases, 
Morse Boards, .Bell Cases, and every description of 
Cabinet Work for Electricians, 


ESTABLISHED 1870. 


Manufacturers, Derby 


THOS. BARRACLOUGH, 97, BRIDGE STREET, MANCHESTER. 


Terms moderate for Cashe 
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HENRY WIGGIN & COMPANY 


(Late EVANS & ASKIN), 


COBALT AND NICKEL. REFINERS AND CERMAN SILVER MANUFACTURERS 
BIRMINGHAM. 
Anodes "APR for Nickel Plating, of any shape or dimensions. 
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Now Ready, i in 1 Post 4to, price 16s. 


LIGHTNING CONDUCTORS: 


THEIR HISTORY, NATURE, AND MODE OF APPLICATION. 


BY RICHARD ANDERSON, F.C.S.5 F.G. S., 


Member of the Society of Telegraph Engineers. 
WITH NUMEROUS ILLUSTRATIONS. 


Lonpon: E. & F. N. rs 46, Charing ( Cross. New York : 446, Broome Street. 


A. COMBE co., 


31 & 32, KIRBY STREET, HATTON GARDEN, LONDON, 


- OF ALL KINDS, AND SMALL WARES FOR 


Electrical. Telegraphic, Optical, Scientific, Philosophical, Surgical, and Musical Instruments, 
| ENGINEERING, &., &c. TURNERY IN ALL METAIS. 


First-class work guaranteed. Estimates on application. 


BLEHCTRIC HOUSE. BELLS 


On the best system, from 5s. 6d. each. 
Complete Apparatus—Bell, Battery, Button, 40 yards of Wire, and Book Ye See 
of Instructions, price 135. SCORN: 


BURGLAR DETECTORS. FIRE ALARMS. 


INDICATORS with Improved Relay. CONSTANT BATTERIES. | 
Wood and China PUSH BUTTONS. INSULATED WIRE. 
HOUSES & MANSIONS FITTED. ESTIMATES GIVEN. 


ILLUSTRATED PRICE List oF ELECTRIC BELL APPARATUS, post free. 
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“Messrs. ARCHBUTT, TESTIMONIALS. “Rugby, May, 1878. 
18 Your Electric Burglar Detectors fitted in my house last month have already proved 


cficient.—W. S. 0.” 
ee. fs SA mt » June, 1878. —You have fitted the Electric Bells in my house to my entire 


satisfaction.— 
‘Rugby, Sept. 24, 6 eT .—Your Burglar Detectors have three times lately been tested 


and efficient. — 


Magnets of all descriptions. : Silk covered Wire. Binding Scgews, 3s. per dozen. Double Line Wire 
Is. 6d. per dozen yards. Silk Cord, Switches, &c.; &c. Telephone Signal Transmitters, Ios, 6d. each. 


Just Published, “ Electric Bells, and how to Fix them.” Thirty pages and diagrams. Post free, Six des 


J & W. E ARCHBUTT, | 
8, BRIDGE STREET, WESTMINSTER, 8.W. (Facing the Houses of Parliament). 
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NEWALLS PATENT LIGHTNING. CONDUCTORS. 


Experience, accumulated since the time of Benjamin Franklin, proves conclusively that a Conductor made 
of Copper, of ae size, is the best of all appliances for the protection ot tpt aro ga! - wee from the 
destructive effects of Lightning. 


NE WA LL & CO.’8 PATENT COPPER-ROPE LIGH TNING CONDUCTOR 
As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, is the 


most reliable, most effective, and cheapest conductor offered to the public. 
It is simple in its application, no insulators being required ; and it costs only ONE SHILLING per foot for the standard 
size, which is safe in any storm. 


SOLE PATENTEES OF. UNTWISTED WIRE ROPE. 


Gosiiiotaters: of Iron and Steel Ropes for Colliery and Railway Purposes. Rigging 
Ropes, Guide Ropes, &c. 


GILT AND SILVER CORD FOR HANGING PICTURES, IRON, STEEL, AND COPPER CORD FOR CLocK AND SASH LINES, &c. 


_R.S. NEWALL & Co., LONDON, 180, STRAND, W.C. 


LIVERPOOL, 36, Waterloo Road; GLASGOW, 68, Anderston. Quay ; MANUF ACTORY, 
Gateshead-on-Tyne. | 


THE 


An improved form of Magic Lantern, burning paraffin oil, and giving a powerful light up to an 8 or 10 feet disc. 


Tue Scropticon was the first of these lanterns intrognce’, and still holds its place as pm à best — a host of 
imitations. 


The principle of the light is two parallel flames placed edgewise to the condenser. 
Always ready—a few seconds only required to putin operation, 


The Improved Sciopticon is the only Lantern in the market 
constructed on scientific principles. It is arranged so that the whole of 
the light from the condensers passes through the front lenses, the 
focussing being done with the slide, thus giving a_greatly increased 
light on the screen and much better definition. Price £6 6s. — 


Catalogue of Sciopticons & Appliances. 
SCIOPTICON MANUAL OF INSTRUC- ME 

TIONS AND EXPERIMENTS. (oe 
_ 18 Stamps. 

Fourth Edition in the Press, | 


‘WOODBURY LANTERN SLIDES. 


MZ 2 | <= photographs, and printed in transparent colours, every gradation of 
shadow is brought out on the screen, Their warm tone also contrasts 
most favourably with the cold photographic colour. 


THE SCENOGRAPH. 


A very light and portable Tourist’s Folding Pocket Camera. By the New Dry Process, Chemicals | 


are left at home, and the Sensitive Plates developed at leisure. No previous knowledge necessary. 


No. 1. For Pictures 41 x 33, with lens stand and camera ao ae se 35/- 
No. 2. For Stereoscopes or Cabinets wee 50/- 
No. 3. For Pictures, 7 x 5 50/- 


Well adapted for use of Engineers, &c., for taking photographs of machinery or progress of works. 
Manual of Instruction (with Photo) seven stamps. 


SCIOPTICON COMPANY, 


157, GREAT PORTLAND STREET LONDON, W. 
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HENLEY, 
TELEGRAPH ENGINEER AND CONTRACTOR. 


MANUFACTURER OF SUBMARINE CABLES, 


Wire and all Telegraphic Stores, also Galvanised and Corrugated Iron Sheets. 


8, Draper’s Gardens, Throgmorton Street, London. 
woRES—NORTE WOOLWICEL. | 


EUGENE EF. PHILLIPS, 


MANUFACTURER OF PATENT FINISHED 


INSULATED TELEGRAPH WIRE, MAGNET WIRE, 


TELEPHONE AND ELECTRIC CORDAGE, PATENT RUBBER. COVERED WIRE, BURGLAR 
ALARM AND ANNUNCIATOR WIRE, LEAD ENCASED WIRE, CABLES, &c. 


OFFICE AND FACTORY, No. 67, STEWART STREET, PROVIDENCE, RI. 


W. H. SAWYER, Electrician — Superintendent. 


M. THEILER & SONS, 


TELEGRAPH INSTRUMENT MANUFACTURERS, 
| 86, CANONBURY ROAD, . LONDON, A. 


MANUFACTORY—ALWYNE LANE, N. 


Specialties: -—Patent Polarized Relays for Cables and Land-lines, Morse 
Instruments, Vibrating Sounders, Speed Recorders. | 


SOLE MAKERS OF THEILER’S NEW RECORDING SOUNDER AND TYPE PRINTER. 
Contractors for Duplexing Land-lines (Morse Sounder or Hughes Circuits) by 
THEILER'S PATENT MECHANICAL DUPLEX—WITHOUT Artificial Line. 


PETER BROTHERHOOD, 


ENGINEER, 


56 & 53, COMPTON STREET, GOSWELL ROAD, E.C. 


SILVER MEDAL, PARIS EXHIBITION. 
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THE TELEGRAPHIC JOURNAL AND 
ELECTRICAL REVIEW. 
Vor. VIII.—No. 166. 


1879. 


THE year 1879 has been, in many respects, a notice- 
able one, though new discoveries or inventions in 


the electrical and telegraphic world have not been 
but, at the same time, much quiet 


abundant ; 
_ progress has been made in perfecting and extending 
the work done in previous years. The meeting of 
the Telegraphic Congress in London has, un- 
doubtedly, been the event of the year, and for this 
reason alone 1879 will be marked out in the annals 
of telegraphy as being eventful, although, of course, 
the progress of invention and discovery is in no 


way affected by the fact of this gathering having — 


taken place. 

The results of the Consiein ire yet to be seen, 
and the resolutions arrived at have yet to take effect ; 
but there can be no doubt but that much good will 
have been done, and, apart from the mere com- 
mercial questions involved, the gathering of so 
many representatives from every quarter of the 
globe, and the exchange of ideas and social 
courtesies amongst so many eminent men, will have 
been highly beneficial. In his inaugural address 
before the Society of Telegraph Engineers, Lieu- 
tenant-Colonel (then Major) Bateman-Champain 
_ pointed out the results that had arisen from the 
previous Congresses. The Society had the honour 
of entertaining the members of the Congress, and 
by this act of courtesy showed its desire to be 
considered, as much as possible, an International 
institution. 


As the report of the secretary stated, the Society — 


of Telegraph Engineers is in a very flourishing 
condition, its members numbering over 1,000 strong, 
whilst it possesses an electrical and telegraphic 
library unequalled in the world. The papers read 
and discussed by the Society have been of great 
interest, and mostly of a very practical nature; 


this alone indicates the progress which telegraphy 
and electricity continue to make. 


Of all the inventions which have been brought 


forward during the past year, perhaps the Writing 
Telegraph, of Mr. Cowper, and the Induction 
Balance, of Professor Hughes, are deserving of the 
most notice. Both inventions, when more perfectiy 
developed, are likely to prove of great value. The 
former was brought before the Society of Telegraph 
Engineers and excited great interest. The invention 


of Professor Hughes was described in a paper read 
before the Royal Society. By its means it>was 
found possible to detect very minute traces of 
impurities in various metals; the instrument also 
seems likely to be of great value in determining the 
state of the auditory nerves of persons in good or 
bad health. 

The progress of the electric light during the 
year, though considerable, can hardly be considered 


to have been rapid. Certainly the progress and 
the results predicted. have hy no means been — 
realised. Gas has not been, and is not likely to 


be, superseded as a whole by the electric light. 
The outside public, whose scientific knowledge is 
at the best but very limited, take fright very easily, 
and every new invention or display in electric 
lighting is regarded by them as another nail in the 
coffin of the gas companies ; the latter are, how- 
ever, a very long way off from being extinct, though 
there is undoubtedly great room for improvement 
in the quality of the article they supply. 

The inventions, and patents taken out to secure 


the same, in connection with the electric light - 


are very numerous. Between July, 1878, and 


July, 1879, about 80 patents have been taken out — 


which deal directly with the question of electric 
lighting, and almost every bi-weekly list of pub- 
lished Pen ‘specifications finds a further number 
added. The Patent Office and patent agents are 
certainly doing a flourishing nues in this: direc- 
tion. | 

The exhibition of. electric lighting apparatus held 
at the Albert Hall at the beginning of May, and 


which was heralded by a short inaugural address 


delivered by Mr. W. H. Preece, before H.R.H. 
the Prince of Wales, brought together a most 
interesting collection of inventions related to the 
subject. 

The Parliamentary Select Committee, under the 
presidency of Sir Lyon Playfair, appointed to con- 
sider whether “ it is desirable to authorise municipal 
corporations or other local authorities to adopt any 
scheme for lighting by electricity,” gathered: infor- 
mation on the subject of electric lighting from every 


available source, and the evidence of the most 
eminent experts was obtained; but the committee 


did not consider that the progress made by the 
electric light: was sufficient’ for: any definite steps 
being taken in the matter at present ; since that 
time up to the expiry of the last year, although 


progress has been made, it has not been sufficient 


to justify the question of practicability ya con- 
sidered as definitely settled: «0: 4 


Very: great differences of opinion continue to 


exist as to the relative cost of electricity versus 


gas,and this question has by no means been satis- 
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factorily answered as yet if everything be taken 
into consideration. 7 | 

During the year several improved dynamo-ma- 
chines and lamps have been brought prominently 
before the notice of the public ; amongst the former 
we may mention the Brush, the Siemens-Alteneck: 
the Schuckert, and the Elphinstone and Vincent. 
Mr. Edison has also devised a dynamo-machine 
which is said to be of remarkable efficiency. On 


this subject a lively discussion has been carried” 


on for some time, notably on the other side of the 
Atlantic, but no definite conclusion on the point as 
_yet has been arrived at. | 

A large crop of electric lamps has sprung into 
existence, amongst which may be mentioned those 
of Messrs. André, Edison, Fuller, Heinrichs, Hickley, 
Higgins, Jamin, Krupp, Lontin, Mori-Griffin, Orme, 
Rapieff, Reynier, Sawyer-Man, Siemens, Wilde, 
_&c. The candles of M. Jablochkoff and the lamps 
of other well-known makers have undergone con- 
siderable improvements, resulting in added effi- 
ciency. | | 

The electric light has been applied to several 
large buildings, notably to the reading-room of 
the British Museum. The lighting of the Thames 
Embankment has also béen considerably extended, 
and the circuits in connection with the same carried 
to the Victoria Station of the Metropolitan Railway. 
In: several provincial towns the electric light has 
been applied for lighting factories, &c. Recently 
another sensational telegram has been received from 
America announcing the discovery by Mr. Edison, 
“quite by accident,” of a new electric lamp, which 
is to do wonders. | | 

The use of the telephone is quickly spreading,. 
and already the principal English towns have 
“telephone exchanges” in full working order, and 
the movement is likely to extend rapidly. 

The telephonic inventions and patents, like the 

electric lighting patents, are very numerous, and 
_ must have added considerably to the receipts of 
the Patent Office and patent agents, and we hope 
also to the pockets of the inventors. 

The chemical telephone of Mr. Edison is un- 
doubtedly one of the most remarkable inventions of 
the American genius, and promises great things. 
_ The Blake transmitter has also been found very 
efficient; whilst an invention of our own coun- 
try, the microphonic transmitter of Mr. Crossley, is 
remarkable for its extreme simplicity and small 
liability to get out of order ; it has been used with 
great success. Of the Gower telephone, which 
seemed one of the most promising -forms yet 
invented, but little has been heard of late, although 
it was prominently brought before the Society of 
Telegraph Engineers in the course of the year. 


electricians and scientific men. 


‘The. Ader telephone is a foreign invention which. 


has furnished some good results. 

In general telegraphy, fair progress has been 
made. Though no remarkable inventions have 
been brought forward, the new duplex of Messrs. 
Theiler is, however, worthy of notice. The im- 
proved battery of Howell also seems likely to be of 
considerable value. 

The military disasters at the Cape Colony have 
resulted in the establishment of telegraphic com- 
munication between that place and the rest of the 
civilised world, thus completing about the last 


important link of the vast network of cables now 


laid all over the globe. The laying of another 
Atlantic cable has rendered telegraph communica- | 


tion between the Old World and the New still more: 


secure, | 
The problem .of the transmission of power to 


-a distance has received a considerable impulse 


during the year, but at present the subject is quite © 
in its infancy, and the actual progress made has. 
been but smaii. The experiments of M. Menier, 
however, in ploughing hy electric power through 
the agency of a Gramme motor, have excited con- 
siderable interest... | 
Death has been active during the year, and we 
have to regret the loss of several most eminent 
Amongst these 
we may mention Professor Clerk-Maxwell, Sir 
William Fothergill-Cooke, Mr. R. S. Brough, in 
our own country, and Professor Voipicelli abroad. 


TELEPHONE EXCHANGES AND THE . 
POSTAL TELEGRAPHS. 


THE now rapid progress in England of the system 
of telephonic exchanges is bringing into notice the 
peculiar position in which the postal authorities are 
placed by the use of that beautiful electrical instru- 
ment, the speaking telephone. At the time most of 
the Telegraph Acts were framed there was no 
anticipation of the transmission of articulate sounds 
along a telegraph wire, and it becomes at the 
present time a nice question as to how far the 
Telegraph Acts can be applied to protect the 
Government monopoly from what it is thought, 
rightly or wrongly, might become, so far as the 
aforesaid monopoly is concerned, a serious inter- 
loper, It may be of interest to many of our 
readers if we recite a few of the passages in the 
Acts before mentioned which seem most nearly to 
touch on the subject. In 1869 was passed an “ Act 
to alter and amend the Telegraph Act, 1868.” The 


preamble contains the following :— 


And whereas, in order to protect the public revenue, 
it is expedient that similar powers to those conferred 
upon the Postmaster General with respect to the ex- 
clusive privilegé of conveying letters should be enacted 
with reference. to the transmission of public telegraphic 
messages within the United Kingdom of Great Britain 
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and Ireland ; and that the said Act should be amended 
in other respects. | EE 

This clearly makes it the duty of those in 
authority in the Telegraph Department to enforce 
the Act where necessary, for the protection of the 
revenue. In paragraph 3 it is stated :— 

The term “telegraph” shall, in addition to the 
meaning assigned to tt in “ The Telegraph Act, 1863,” 
mean and include any apparatus for transmitting 
messages or other communications by means of electric 
signals: | | 


The term “telegram” shall mean any message or 
_ other communication transmitted or intended for trans- 


mission by a telegraph. | | | 
Here it will be perceived is mentioned the word 


“signals,’ and it is probable a contention will: 


arise as to the meaning of the word. Is an 
articulate sound a signal? The passage as to 
the word “telegram” depends on the particular 
interpretation observed in the preceding paragraph. 

-By reading paragraphs 4 and 5 :— 

4. Fhe Postmaster General, by himself or by his 
deputies, and his and their respective servants and agents, 
shall, from and after the passing of this Act, have the 
exclusive privilege of transmitting telegrams within the 


United Kingdom of Great Britain and Ireland, except 


as hereinafter provided; and shall also within that 
kingdom have the exclusive privilege of performing all 
the incidental services of receiving, collecting, or deliver- 
ing telegrams, except as hereinafter provided. — 

5. There shall be excepted from the said exclusive 


privileges of the Postmaster General all telegrams of the 


following descriptions : (that is to say), ft 
Telegrams in respect of the transmission of which no 


_ charge is made, transmitted by a telegraph maintained 


ovr used solely for private use, and relating to the business 
or private affairs of the owner thereof: ao 
Telegrams transmitted by a telegraph maintained for 
the private use of a corporation, company, or person, and 
in respect of which, or of the collection, receipt, and 
transmission or delivery of which no money or valuable 
consideration shali be or promised to be made or given: 


Telegrams transmitted, with the written licence or 


consent, either special or general, of the Postmaster 
General, under the hand of any officer of the Post Office, 
authorised for that purpose by the Postmaster General. 
It will be noticed that over telephones for use by 


private firms, or a corporation or company, the 


Postmaster General has no authority whatever ; 
here a question is, however, likely to arise. Is inter- 
communication by means of a telephone exchange 
an infringement of this law? Is an exchange a 
,company? We have our own opinions on these 
points, but as they will probably ere long be placed 
for settlement before the Law Courts we refrain 
from expressing them at this juncture. It is, never- 
theless, certain that telephonic means of communica- 
tion is now fairly established, and must become in 
the near future an absolute necessity, and therefore 
the less interference the Postmaster may find 
necessary the better. The exchanges are for: the 
convenience of the public, and even supposing 
the law should be found against them, still it seems 


to us the case could well be met by the Post Office 


licensing them by their paying a merely nominal 
amount. The principal use of the telephone should 
be over short distances, say a mile or a mile anda 
half, and over these distances few would telegraph 
by postal wires, therefore far from being an inter- 


loper, it should be considered but as an extension 


or ramification of the departmental main arteries. 
It is possible that the authorities at the General 
Post Office may in duty test the matter, whether they 
wish it or not, but apart from the expense and 
obstruction to business which the testing of such 
well balanced questions involve, the telephone 
companies have much to gain if they win, and we 
fancy little to dread if they lose. 


ON A NEW FORM OF RESISTANCE 
- BALANCE ADAPTED FOR COMPARING 
STANDARD COILS.*. | 


By J. A. FLEMING, D. Sc. (University of London), 

Scholar of St. John’s College, Cambridge. | 
I. The British Association Committee on Elec- 
trical Standards concluded their valuable labours on 
the Unit of Resistance by constructing copies of 
the selected standard. Certain of these coils, some 
fourteen in number, are at present preserved in the 
Cavendish Laboratory at Cambridge. It is important 
that these coils, which consist of wires of various — 


alloys, should be from time to time carefully com- 


pared together in order to determine whether the | 


‘ratio of their resistances at definite temperatures 
remains the same. 


Observations ought also at the same time to be 
made of the temperatures at which they agree, and 
also of their co-efficients of variations of resistance 
with the temperature. In using for the purpose 


the ordinary form of divided-metre bridge, several 


objections present themselves which render it a 
tedious process to determine accurately the differ- - 
ence in the resistance of two coils at different 
temperatures, and hence to deduce their variation 
co-efficients. It seemed on consideration that a 
modification of the usual form of Wheatstones 
Bridge would render these processes more expedi- 
tious and at the same time more accurate. It is 
the. object of the present paper to describe a form 
of Resistance Balance which has been recently con- 
structed for the Cavendish Laboratory, and which 
experience shows to have several decided advan- 
tages over the old form. | 

2. Description of the Resistance Balance.—A cir- 
cular disc of mahogany 18 inches in diameter and 
about 1 inch thick, f (see fig. 1), stands upon three 
short feet, L. Upon this and concentric with it is 
screwed down a disc of ebonite 14 inches in 
diameter and 3 of an inch thick, ¢, The ebonite 
disc has a semicircular groove turned in its circum- 
ference. The circular wooden base extends on one 
side into a narrow rectangle, 7, 4 inches wide, and 
of the same thickness as the disc, To this is con- 
nected two other rectangular pieces, Z 7, which are 
joined together by slotted brass bars, y, y’ (see fig. 2), 
underneath, in such a manner as to permit the two | 
intervals to be made wider or narrower at pleasure. 
This promontory is of wood of the same material 


_ * Read before the Physical Society, December 13th, 1879. 

+ A detailed and most careful comparison of these coils was made 
by Professor G, Chrystal and Mr. S. A. Saunder in 1875, and their 
report is printed zz extenso in the Report of the British Association 
at Glasgow in 1876. This is the most recent occasion on which th 
coils have been examined. À 
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and thickness as the disc f, and is supported and 


levelled by three levelling screws, 2, 2’, 2". Through 


the centre of the ebonite disc passes a brass centre 
pin, D D’ (fig. 2), on which is centred a brass arm, 
H H!, capable of revolving round just free of the 
disc. Beneath the arm and soldered to it is a short 
brass ‘spring, x, which depends vertically down- 
wards. This spring carries at its extremity a small 
prism of platinum-iridium, with one edge vertical 
and turned inwards. | 

_ In the groove turned in the disc ¢ is stretched a 
platinum-iridium wire about -& of an inch in dia- 
meter. The wire extends round about 25 of the 
circumference, and is about 39 inches long, and the 
groove is of such a size that the wire lies with 
exactly half its thickness embedded in it. The ends 
of this wire are soldered to copper strips, # 4. 
This wire is represented by the thick black line, 
A, C, A’, in figures 1 and 2. On the wood 
rectangles, 7, 4, z, is fastened an arrangement of 
longitudinal copper strips, # #, which connect 
together eight transverse square copper bars in 
the manner shown in fig. 1. On the ends of 


_ these transverse bars are fixed vertical copper pins 


=; of an inch in diameter and 3 of an inch high. 
On these pins are slipped short lengths of india- 
rubber tube, which extend beyond the pins, so that 
they form small cups about 1 inch deep, s (see fig. 2). 
The top of the copper pin is well amalgamated with 


’ mercury, and forms the bottom of the cup. These 


cups are filled about a quarter full of mercury. On 
the longitudinal strips of copper are fixed three 
binding screws, B, B, G, and a fourth,.G’, simply 
goes through the wood, and is connected by a wire 
underneath the base board with the centre pin D, 
and is therefore in metallic connection with the 
spring x. The battery is connected with the 
terminals B B’, and the galvanometer with the 
terminals G G’. To the arm, H H',is adapted a 
trigger, T, of such shape that when the button w, 
which is of ebonite, is pressed down the spring x 
carrying the platinum-iridium knife edge is bent 
inwards until it touches the wire strained round 
the circumference of e. 

The arm carries a vernier, z, which travels round, 


sunk in a shallow groove in the face of the ebonite 


disc, and the ebonite is graduated on the face on 
the margin of the groove. The graduations are cut 
into the ebonite and then rubbed over with powdered 
chalk mixed with gum and water. This gives a 
graduation very legible and pleasant to look at. 
The length of the wire is just 1,000 divisions, and 


the vernier enables these to be divided into tenths. : 


The zero of graduation is so placed that when the 
pointer of the vernier reads zero, the knife edge on 
the spring x is exactly opposite the extremity of the 
platinum-iridium wire. 


It is thus clear that the revolving arm carrying | 


its knife edge can be moved round so that on press- 
ing the trigger button w, the knife edge makes 
contact at any point of this wire, and thus connects 
this point with the terminal qc’. 

This part of the arrangement answers to the 
sliding block and piston contact-piece of the ordinary 
divided-metre bridge. : | 

3. Method of using the Balance—Let now two 
resistance coils of about equal resistance be pro- 


\vided, and let the coil terminals of one coil be placed 


in the mercury cups p and 7, and those of the other 


be placed in g and s’. And let two more coils be 
taken of not very unequal resistance which it is 
desired to compare with each other ; let the terminals 
of one be placed in the mercury cups a and ¢, and 
those of the other in J’ and @. It will then be seen 
that if a battery be connected with B B’, and a gal- 
vanometer with G G’, that we have the - usual 
Wheatstone’s Bridge arrangement (see fig. 4, which 
gives a diagram of the connections). | 

Two quart Leclanché cells are best suited for 
ordinary use. If a more powerful battery is used 
there is dangér of heating the platinum-iridium wire, 
and so expanding it that it may slip down out of its 
groove. 

The coils in the intervals between the cups p and 


_yandg' ands’ form two branches, and the coil in 


the interval between z and c, together with the 
resistance of the platinum-iridium wire round to the 
place where the spring x touches it, forms the third 
branch, whilst the coil in the interval 2’ a’, together 
with the remainder of the wire, forms the fourth. 
The “ Bridge” wire consists of the arm H H’ and the 
wire under the base board together with the galvano- 
meter inserted between GandG’. By moving round 
the arm H H’, and pressing the button w, we can finda 
position where there is no current through the 
galvanometer. The copper strips, # #, are made of 
copper so thick that their resistance is practically 
nothing. Having established a balance between the 
conductors and read the vernier, the next operation 
is to lift up the legs of the coil which were inserted 


in the cups a and ¢ and drop them into the cups à 


and d. Likewise a similar change is effected on the 
other side, the terminals of the coil inserted in 4’ 
and @’ are changed to a’ and c’. 

An examination of the connections as shown in 
fig. 1 will show that the result of this operation is 
as if the coils had changed places, whilst preserving 
their former connection. Now let the arm be 
moved round and a fresh position of equilibrium 
found by pressing the trigger and reading the 
vernier. A little consideration will show that the 
difference of these readings gives the. differences 
between the resistances of the coils in terms of a 
length of the bridge wire. For theamount by which 
one coil exceeds the other in resistance, is equal to 
the resistance of that part of the bridge wire in- 
cluded between the two readings.* 

In order to render this method of determining 
the difference of two coils practicable, the platinum- 
iridium wire must be exceedingly uniform in re- 
sistance, or else atable of calibration will have to be 
made. Great pains was taken to procure a length 
of wire as uniform in size and resistance as possible, 
and considerable care was taken in laying the wire 
in its groove not to strain it in any way. It lies 
evenly in its groove, just sufficient tension being 
put upon it to keep it in its place. The whole. 
resistance of the wire from end to end is not far 
from ;}, of an ohm at about 15° C. 


* This method of obtaining the difference of two resistances in 
terms of a length of the calibrated bridge wire, was suggested by 
Prof. G. C. Foster, F.R.S., in a paper read before the Society of 
Telegraph Engineers, May 8th, 1872. In this paper is given an 
account of the method of calibrating a wire. It is obvious, without 
any further proof, that if the coil placed in @ and ¢ exceeds in re- 
sistance that placed in # and d, then on exchanging them, since the 
u..ited resistance of coil and bridge wire remains the same, that the 
contact-knife edge must be moved back along the bridge wire by 
a length exactly equal in resistance to the excess of one coil over 


‘ the other, 
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The wire was carefully calibrated by measuring 
the difference in the resistance of two pieces of 
thick brass wire of such lengths that the difference 
of their resistances was about equal to that of thirty 
divisions of the bridge wire ; and the difference was 
measured at about one hundred different positions 
all along the bridge wire, and found to be so nearly 
the same that no table of calibration was deemed 
requisite. — | 

To protect the bridge wire from injuries, as well 
as to preserve it from being heated by radiation 
from surrounding bodies, a wooden ring, v7, 1S 


fastened down on the base board. The ring is 14 


inch wide and à of an inch deep, and its internal 
diameter is I inch greater than that of the ebonite 
disc. The wire therefore lies hidden away on the 
side of a square sectioned circular tube, and, further- 
more, a shield of cardboard, faced with tin-foil, lies 
upon the face of the disc e, extending just beyond the 
ring. An aperture is cut in this shield to permit of 
the passage of the trigger, as well as to allow the 
vernier to be read. By this means the wire is not 
only out of sight, but out of reach of all radiation 


as well as mechanical injury. 


4. Method of determining the variation co-cfficients 
of coils.—To determine the variation co-efficient of 
any given coil, we proceed as follows :, Three other 
coils are provided, two of them nearly equal in 
resistance, which we willcall 1 and 2; a third coil, 
3, must be taken, whose resistance is nearly equal 


to that of 4, the coil whose variation co-efficient is 


desired (see fig. 3). 
The terminals of 3 are inserted in the mercury 
cups a and c, those of 4 in 0’ and a’, those of 1 in 


p and 7, and those of 2 in g’ and s. Now the 


operation to be conducted is to keep the coils I, 2, 


_and 3 at a fixed temperature; and to keep four succes- 
‘sively at two known temperatures, differing by 
_ about 15° C., and to obtain the difference of the 


resistances of 3 and 4 at these two temperatures. 


The difference of these differences, divided by the 


difference of the temperatures, is the mean co- 
efficient of variation of resistance between these 


temperatures. The chief difficulty to be contended © 
with is that of keeping the temperatures of the coils 


constant during the operation, and of ascertaining 
what that temperature is. For, as Prof. Chrystal 
has remarked in his report (British Association Re- 


port, 1876), it is not easy to tell whether the tem- 


perature of the water in which the coil rests is 
identically the same as that of the wire, since the 
latter is embedded in a mass of slowly conducting 
paraffin. To reduce as far as possible the difficulty 
of keeping the coils at a constant temperature they 
are placed in water vessels made of zinc. These 
water boxes are composed of two cylindrical vessels, 
an outer case 9 inches high and 8 inches in diameter, 
and an inner one of lesser size. The two are con- 
nected at the top, so that they form a sort of jar, 
with hollow sides and double bottom. This inter- 
space forms an air jacket. Around the inside 
vessel, near the top, is a row of small holes, and 
two tubes communicate at the bottom, one with the 
inner vessel and the other with the annular inter- 
space. The top is closed by a wooden lid, with 
apertures for thermometer and stirrer. Water can 
be made to flow from the supply pipes into the 
inner vessel; it rises up and overflows through the 


. holes and drains away down the interspace and out 


by the other pipe. The bodies of the four coils are 
placed in four water boxes of this description, and 
water from the town mains being sent in a con- 
tinuous stream through all four water boxes, the 
coils are rapidly brought to and maintained at a 
known temperature. Any desired temperature can 
be given to one coil by leading warm water from a 


_ cistern into its vessel. 


The annular air-filled space renders the rate of 
cooling very slow. Hence the coils, once at the 
desired temperature, can easily be kept there. 

The advantage of the somewhat complicated 
arrangement of copper bars will now be seen. We 
can, without withdrawing the coils 3 and 4 from 
their water boxes, and without in any way disturb- 
ing the other arrangements, veverse the positior of 
the coils 3 and 4 on the bridge, by simply lifting up 
the legs half an inch, and changing the mercury 
cups into which they dip. Thus the legs of coil 3 


- are changed from cups a and c to à and d, and those 


of coil 4, from 4' and d' to a' and c’.. This exchange 
does not occupy more than a few seconds, and 
hence we can obtain the two readings necessary to 
give the difference of the resistance of the coils 
3 and 4 when they are at different temperatures in 


| avery short time. During this short time the tem- 


peratures of the two coils will not change percep- 
tibly, protected as they are by an air jacket. In 
the ordinary form of straight bridge there is con- 
siderable trouble in exchanging the coils, because 
the water vessels have to be moved and the mer- 
cury cups re-adjusted, and all this time the coils are 
cooling, so that the two readings are never made 
under the same circumstances as regards tempera- 
ture. Beginning, then, with all four coils at the 
same temperature, we take the difference between 
3 and 4. To get them all at the same temperature, 
water from the town mains is allgwed to circulate 
through the system for half an hour. At the end 
of this time the difference of 3 and 4 is taken, and 
several readings are taken at small intervals of time, 
to see if the temperatures are constant. This being 
done, the temperature of coil 4 is raised by the 
introduction of warm water, until it is about 15° 
above that of coil 3. It is best to raise the tem- 
perature about 20° above the other at first, and 
keep it there for twenty minutes, and then let it fall 
very slowly. In this way coil and water cool to- 
gether, and an equilibrium of temperature is estab- 
lished between them. The difference between 3 
and 4 is again taken, and from these two readings 
we have, as seen above, the mean variation co- 
efficient between the two temperatures. Professor 


_ Chrystal, in his report, threw out the suggestion 


that resistance coils should have a thermo-electric 


couple attached to them—one junction being buried 


in the heart of the paraffin surrounding the wire, 
and the other outside. This has been tried in some 
coils recently made, and proves. a satisfactory 
method of ascertaining the equilibrium of tempera- 
ture between the wire and the water. 

Another source of error in the ordinary methods , 
arises from uncertain or variable resistances at the 


' mercury cups. It is important that the copper legs 


of the coil terminals should press very firmly against 
the tops of the copper pins on which the india- 
rubber tube cups are fixed. To ensure this, the 


_ plan adopted is to fasten on the coil legs an ebonite 


clamp ; along the edge of the wooden promontory, 
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j, h, à (fig. 1) are put brass pins, m, and by means 
of steel spiral springs fixed to these, and attached 
to the clamps, the coil legs are pressed down very 
firmly. : The ends of the pins which carry the india- 
rubber cups, and the ends of the coil-legs being 
well amalgamated, we get, when they are thus 
firmly pressed in contact, a very good joint, and 
one whose resistance is small and constant. | 

If the clamps are not used, then one leg may get 
lifted up a little, and thus a short length of mercury 
interposed, which leads to an error in reading. 

5. Example of a determination of the variation co- 
efficient of a coil—The whole resistance of the 


platinum-iridium wire is very nearly o‘o512 of an 


Galvr. 


of F.and Kat 2822. Taking the mean difference at 

28°2° to be 947, and that at 11° to be 45 units, we 

have 
947 — 45 
28°2 — II 


52°4 units 


as the mean variation co-efficient between 11° and 
28°, Si nd K are approximately ohm coils, 
iation co-efficient of the coil 
K, ‘0262 per cent. This coil-is of platinum-silver 
wire. These three determinations occupied about 
an hour and a half, during which time many more 
readings were taken closely agreeing with the above. 
In conclusion, I may state that this Resistance 


Fic. 4. DraGRAM OF CONNECTIONS OF THE RESISTANCE BALANCE. 


ohm, of not far from ;4, of an ohm, at about 15°C. 
As the whole length can be divided by the vernier 
into 10,000 parts, this gives as the value of one- 
tenth of a division, s5¢555 Of an ohm. 
_ The unit in the following example is 3 of a 
division :— | 
Two coils were compared—call them F and k. 
K is the coil whose variation co-efficient is required. 
I. Difference of resistances of F and K, at 11° C. 


BRIDGE READING. | 


| Experiment 1... 5,000 |” 4,955 45 
Do. Bis 5,000 4,954 46 
Do. 5,000 4,955 45 


The first column gives the number of experiment ; 


the second, the reading, with the coils F and K in. 


one position ; the third, when F and K are reversed 
on the balance ; and the fourth gives the difference 


_ of their resistances at 11° C., in units, of the 


bridge wire. 
IT Difference of resistance of F and K at 28°2° C. 


Experiment 1...... 5,439 4,492 947 
Do. Bios 5,442 _ 4,497 945 
Do. 5,440 4,490 950 


As before, the fourth column gives the difference 


Balance has been constructed in the workshops of 
the School of Mechanical Engineering at Cambridge, 


_ under the direction of Prof. Stuart. Great care was 
_ taken in laying on the wire so as to avoid straining it. 


in any way, and the performance of the instrument 
is consequently very satisfactory. I should also 
express the fact that this excellent performance is due 
to the supervising care of Prof. Stuart, who not only 
supplied several of the details of the construction, 
but aided .by his valuable suggestions generally 
during the process of carrying out my rough designs 
into a practical form. Fu 

Cavendish Laboratory, Cambridge, 

| December, 1879. 


NEW RESEARCHES OM THE THEORY OF. 
THE MICROPHONE. 


By Dr. JULIAN OCHOROWICZ, 


IIIs 


WE have seen from the last article that for the trans- 
mission of articulate sounds, the number of points of 
contact, the variation of this number during the 
action of the instrument and the variations of re- 
sistance resulting therefrom should be as great as 
possible. 

It is with a view to these conditions that the 
principal form of Hughes’ microphone, Edison’s 
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carbon telephone, MM. Pollard and Garnier’s tele- 


hone transmitter with double graphite crayons, 


. Hellesen’s transmitter, &c., are arranged. The 
form here illustrated is typical of all the others, and 
I find it very useful in all microphonic experiments. 
It can be employed for transmitting speech, singing 
of different degrees of loudness, the sound of a 
watch placed near it, of a fly placed inside, the 
music of a piano, &c. The membrane is of caout- 
chouc, tightly strained, and provided with a thin 
strip of tin-foil, to unite the lower carbon with the 
binding screw. It is easy to see that during the 


vibration of the membrane a greater or less number 


of points of contact connect the two microphonic 
electrodes, thus producing variations of resistance. 
The introduction of the microphone into the circuit 
considerably increases the resistance and reduces 
the strength of the current by one-fifth or more of 


its original intensity. The mechanical vibrations of. 


the membrane may partly restore it, or still further 
diminish it ; and although these variations are very 
small, they give, by virtue of their rapidity, a 
number of inflections which permit the reproduction 
of every shade of the voice. 

If I mistake not, the influence of the energy of 
sonorous waves upon the intensity of sounds re- 


_ ceived by the telephone has not yet been fully 


recognised. On the contrary, one might almost be 
led to believe that it had no existence (vide Clerk- 


- Maxwell, Nature, vol. 18, p. 162),* nevertheless, I 


cannot doubt it. Only it is necessary to take into 
consideration not the sonorous but the mechanical 
part of the phenomena. When one speaks in a low 
voice near the microphone, or in a high voice at a 
distance of some metres from it, the sounds are 
more feeble than when spoken in a high voice or 
near it. A loud-ticking watch is heard better than 
a quiet one, &c. The limits of proportionality are 


very narrow, it is true, but the differences of re- 


sistance are also. Increasing the latter we increase 


the former. | 


: The supposed independence of the sounds in the 


receiver of those actuating the transmitter is based 


on a fact parallel to the first,.namely, that the limits 
of distinct articulation are much narrower than those 
of non-articulate sounds. Zhe definition and clear- 


ness of articulate sounds transmitted by the microphone 


are in inverse ratio of their intensity. The intensity 
increases in proportion as the microphonic vibra- 
tions tend to completely interrupt the current, while 
at the same time the faculty of transmitting articu- 
late sounds disappears. 
And this is the chief difficulty in the way of ampli- 
fying sounds at will. | 
The intensity of the sounds attains its maximum 
when the interruptions of current become complete; 


but then they can no longer be articulate: this is — 


why we hear better when the speaking is in the 
ordinary tone than when it is in a high tone. 

The intensity ts also in direct relation to the strength 
of the current, but this relation is still more limited 


than the above. The microphonic indications com-. 


mence as soon as the current has sufficient strength 
to overcome the resistance of the microphone and 


* M. Wroblewski, professor in the University of Strasburg, even 


makes a law of this negation. ‘‘ The energy of the sonorous waves 
has no relation to the intensity of the received sounds” (Cosmos, 
1878, x. 398). 3 


to flow through it. It is the sounds of complete 
interruptions which first appear; they are very 


feeble, and their modulation is as yet impossible. 


If the intensity of the current be augmented, modu- 
lation attains its first degree, and the sound of a 
watch is clearly perceived. It becomes stronger as 
the intensity of the current takes a third step, and 
then speech becomes perceptible. Just as the 
current increases so the intensity of the sounds 
increases, but their articulation dies out. Propor- 
tionality obtains only with simple sounds which 
produce the complete interruption of the current, 


and until the noise of sparking blots them out. 


I have made a further series of experiments which 
show that the phenomena of the microphone de- 

end very much upon the rapidity of movement of 
its constituent parts. This may be verified not 
only with feeble currents, but also with powerful 
ones. It is still more observable in liquid micro- 
phones and microphonic batteries, and may be 
proved by the following curious experiment :— 
Attach to the ends of a telephonic wire two pieces: 
of iron wire, and immerse in a glass of water : 
microphonic action is observed as soon as the two 
ends are touched, or when one end is drawn out or 


put in, the other remaining in the water. 


The sounds from the interruptions of the current 


are naturally very weak, but they become weaker 


still when the movements of the electrode are slow, 
and are entirely extinguished when the movement 
becomes slower still. Onthecontrary they become 
a little stronger when the movements are quicker 
and of greater amplitude. So in a bichromate bat- 
tery, where the plates can be immersed at will, 
either singly or together, rapid immersion produces. 
sharp sounds, while a slow and gradual immersion 
produces no microphonic action, even when carried 
deeper, although the intensity of the current in- 
creases, and the galvanometer needle is more and 
more deflected. | | 

Variations of resistance and of current-strength | 
are, therefore, not of themselves sufficient to pro- . 
duce microphonic phenomena : it is necessary that 
they be rapid. 7 

The microphone itself alters the timbre of the: 
voice, and this in a variety of ways depending upon 
the position of its parts and their initial pressure. 
By touching with the finger the movable bar, we 
can change the timbre in several degrees, and even > 
produce spontaneous sounds corresponding to à. 
rumbling, breathing, or plaintive crying, and that 
without any external cause intervening. This 
curious phenomenon is due toimperceptible skipping 
and slipping of the movable part of the microphone | 
under the influence of its own weight. This can 


be produced artificially by making the microphone. . 


so that this automatic slipping is facilitated, and by 
placing the movable piece so that it can fall auto- 
matically. These noises are often sufficiently loud 
to be heard throughout a room, which proves that 
they result from interruptions more or less complete. 
Simple sounds which result from a series of com- 
plete interruptions have always the same intensity 
and the same timbre, independently of the energy 
which produces them, but they vary in loudness 
according to the strength of the current. ‘gi 
The electric current being modified by the 
microphone throughout its length, and being com- 
petent to act at a distance by induction, it is nat 


; 
{ 
| 
i 
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necessary to introduce the telephone into the cir- 


cuit to hear the sounds. It is sufficient to bring it 
near to any point in the wire, microphone, or bat- 
tery. For convenience it is better to use two tele- 
phones, and to bring one near while listening at 
the other. When, in place of the microphone, a 
coil with automatic make and break is introduced 
into the circuit, the transmitter telephone may be 
affected at a distance of a metre. If the telephone 
wires are joined directly to the secondary coil, the 
sounds, which may be heard throughout a room, 
are much louder than those of the interrupter itself. 
It is this sound which can be most easily heard in 
a microphone employed as a receiver. _ 

. This new and unexpected property of M. Hughes’ 
marvellous instrument has been invoked as an in- 
surmountable difficulty to the microphonic theory. 
“We cannot understand this at all,” says M. du 


= Moncel, citing the experiments of MM. Blyth and 


Hughes. Nevertheless, the fact is not so strange 
nor so new as was at first believed. -The sounds 


produced by the mere passage of an intermittent 
current have been profoundly studied by De la Rive 
in 1845* and by Beatson in 1846Ÿ. In the explana- 
tion it appears to me we must look to the various 
mechanical properties of the current. It is known 
that its passage influences the elasticity of its con- 
ductors (Vertheim), and although it cannot be 


strictly proved to lengthen the wire it traverses — 


(Edlund), nevertheless experiments with the electric 
light (voltaic arc) show us that it effects a tearing 
away of carbon particles and carries them from one 


electrode to the other. We also know of the motion | 


of liquid particles in the direction of a current, &c. 
It is therefore permissible to regard the electric 
current as a real current of water which carries with 
it in some fashion the material particles it. en- 
counters, especially when they are mobile. And if 
it is too weak to really carry them away, it never- 
theless retains a tendency. to do so which shows 
itself in almost imperceptible repulsions. | And it is 
these repulsions which reproduce speech, being 
themselves produced by a current modulated by 
speech. We here find the same essential result as 


in the telephone—namely, a reciprocal transforma- 


tion of cause into effect. : | 

Sounds transmitted in this way are only percep- 
tible when the solid conductor (a metal wire) is 
replaced by several separate and easily movable 
particles (the microphone) ; but it is easy to under- 
Stand that they exist in a lesser degree at all points 
of the circuit. In proof of this it is only necessary 
to wind some insulated wire on a small wooden 
drum and to hold it against the ear. The loudness 


increases when a few pieces of iron are enclosed in 
the bobbin. 4 


* Comptes EAST xx. p. 1287. Pogg. Aun. Ixv. 637. 
t Electro-Mag. April, 1846. 


Pushing the reduction of the telephone still 
farther, we can dispense with the receiving micro- 
phone and even the receiving coil by holding simple 
electrodes (metal plates or cylinders) against the 
temples. The intermittent current then passes by 
the head, and the dry skin here plays the same part 
as the sheets of paper in the singing condensers of 
MM. Varley and Pollard. An electric harp may 
also be constructed with fine wires close together, 
and this harp emits sounds when it is traversed by 
intermittent currents. In this case it is the air 
which plays the part of the bad conductor. Finally, 
a spiral of fine wire emits sounds under the influence 
of electro-dynamic attractions. 

It only remains for us to say a word on the ther- 

moscopic properties of the microphone. These 
come under the same explanation as served us to 
understand the action of the microphone when used 
as a transmitter ; but, as we here have to deal with 
an electromotive action instead of a telephonic, the 
variations in the points of conductibility need no 
longer be rapid. Another and apparently contra- 
dictory distinction must be noticed. We know that 
Edison’s microtasimeter shows effects altogether 
opposed to those of Hughes’ thermoscopic micro- 
phone. In the former heat acts by an increase of 
conductivity ; in the latter it is the reverse—heat 
increases the resistance. Why? Because in the 
first it is a solid body which dilates with heat and 
increases the xumber of contacts, while in the. 
second, in which there area number of small pieces 
of carbon juxtaposed, it is the air, which surrounds 
and separates them, which dilates most, and this 
dilatation necessarily produces a diminution of the 
number of contacts; the principle remains the 
same. 
_ To recapitulate, it is impossible to discover in the 
microphone any new property of matter, or at any 
rate, in the direct action of sonorous waves on. 
certainly low-conducting. bodies. The microphone © 
presents no analogy to the microscope, and it has 
nothing in common with selenium, though this 
does not make M. Hughes’ invention any the less 
one of the greatest of our century. 

The second theory, that of pressure, is but a 
superficial exposition of facts, and, in our idea, must 
be abandoned.—Za Lumière Electrique. 


LONG RANGE TELPHONING.—In a recent issue 
of this paper an exchange was credited with the 
statement that Mr. Robert Packer, ‘‘ superintendent 
of the Pennsylvania Railroad,” while travelling in 
Nebraska had conversed with his wife and friends 
at his home in Sayre, Pa., two thousand miles 


distant, by means of a telephone. We now learn . 
_ on good authority that, though Mr. Packer's friends 


received his communication by telephone, it was’ 
not so sent by Mr. Packer. The message was sent 
from Nebraska to Mauch Chunk, Pa., by telegraph ; 
thence it was telegraphed to the Sayre office of the 
Pennsylvania Canal and Railroad Company (of 
which Mr. Packer is superintendent), and from 
there it was transmitted to Mr. Packer’s house by 
telephone—falling short of the newspaper report of 
the telephone’s performance by some nineteen 
hundred and nine-nine miles and a fraction.— 
Scientific American. | 
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GRAMME MACHINE FOR THE TRANS- 
MISSION OF MOTIVE POWER. 

THE importance of the important principle of the 

transmission of motive power to a distance is daily 

becoming more appreciated, and is making rapid 

strides towards taking the front rank in the engineer- 

ing world. In our own country, at present, the sub- 


specially PR for the purpose of giving out the 
motive power transmitted to it in the shape of 
electricity, and four of which have been used with 
great success by M. Menier, on his farm at Noisiel, 
for driving a six-furrow Fowler plough, each 
machine developin g 18 horse-power. 

The arrangement of the whole machine is very 
solid, the frame being cast in one piece, and the 
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FIG. 1.— LONGITUDINAL SECTION. 


Fic. 2.—END ELEVATION. 


ject is hardly likely to make very rapid progress, as 
the inland natural powers available for transmission 
are but very limited in number ; when, however, the 
utilisation of the power of the tide, to which we 
have before referred, has been fairly taken in hand, 
then important results must certainly follow. In 
the meantime any advance made in the general 
| question must excite great interest. The Gramme 
| machine, of which we give illustrations, has been 


armatures, which are four in number, are very firmly 
fixed to the frame and to the iron cases ; the bobbins 
are large, and the collecting brushes, which are four 
in number, are securely held by binding, instead of 
being supplied laterally. The revolving bobbin is 
about 18 inches in diameter, and the same in 
depth. 

The general details of the machine are self ex- 


planatory, and do not require description. 


| 
| 
| 
| | 
| IZ WMUA= 
| W 
Zaye 
| } Me 
| 
| } 
| 
~~ à / | 
| NAS 
11 
i 
| 
| 
| 
| | 
| 


JANUARY I, 1880.] 


THE TELEGRAPHIC JOURNAL, | | ti 


\ 


+ 


LADD’S IMPROVED HOLTZ MACHINE. — 
THE ordinary form of Holtz machine, although a 
powerful generator of electricity when in good 
working order, is, nevertheless, uncertain in its 
action and somewhat cumbersome in form when of 
a large size. Mr. Ladd, of Beak Street, has 
greatly added to the value of the machine, without 
modifying its general construction, by constructing 


jt with multiple plates, and enclosing the whole in 
_ an air-tight case, thus rendering it insensible to 


climatic changes, which so powerfully affect its 


good working. We have recently had an oppor- 


tunity of inspecting one of these improved machines, 
and can testify to its extreme portability. and 
efficiency. The glass case in which the whole is 
enclosed, air-tight, is but 2 feet 4 inches long, 14 
inches broad, and 20 inches deep. It contains 6 
fixed glass plates, 15 inches in diameter, and 6 re- 


volving ebonite discs, 14 inches in diameter. The. 
handle, which rotates the latter by multiplying 


pullies, passes out of the case through india rubber 
packing, and.the conductors are brought out in a 


_ similar manner, so that no moisture can possibly 


enter the case to disturb the action of the machine. 


The Holtz machine is very convenient for ex- 


hibiting most of the phenomena which usually 
require a large size induction coil to produce, 
whilst it is much more readily got into action as no 
batteries are required. | 


MACHINERY EMPLOYED IN THE LAYING 


OF THE NEW MARSEILLES-ALGIERS 
CABLE. | | 


In the paper lately read by Mr. March Webb, before 


the-Society of Telegraph Engineers, on ‘“ Opera- 
tions connected with the laying of the New Mar- 


À 


employed on board the Dacia, which was used in 
connection with the “ paying-out ” operations. 

The machinery used in connection with the 
paying-out of a cable consists, first, of “the holding- 


back” gear, through which the cable passes im- 


mediately after it leaves the tanks; from this gear 


the cable next passes round the “ paying-out drum,” 
and thence through the dynamometer and over the’ 


stern sheave into the sea. ‘ bonds 
The “ holding-back” gear is an important part of 
the machinery, as its function is first of all to steady 


the cable as it comes out of the tanks, and secondly » 


to prevent its overrunning and fouling as it passes 


_ on to the paying-out drum. The ordinary form of 
“holding back” gear consists of four or five V 
| sheaves, one in front of the other in a straight line ; 
the cable lies and is pressed down in the V grooves 


of these sheaves by “jockey pulleys.” Each of the 
V sheaves is provided with a brake. Such an 
arrangement practically gives but little holding- 


back power, and even if the brakes be applied so as 
| to completely stop the turning of the V sheaves, 
the cable, when it has a heavy strain upon it, may 


become difficult to control, especially if it chances 


to slip on the paying-out drum, as is the case some- 


times. The “holding-back” gear employed on 
board the Dacia, and which was used in the recent 


Marseilles-Algiers Cable Expedition, is the most 


efficient piece of machinery for the purpose yet 


devised, and it is extremely simple in its con- 
struction. Fig. 1 showsa plan of the arrangement. 
AAA are iron segments firmly screwed on to a 


balk of timber. BB are iron segments which can 
be worked backwards or forwards by screws which 
are moved by bevilled wheels D D attached to the 
shaft E, the latter being provided with a hand- 
wheel F for turning the same. 

The pressure and consequent friction which can 


be applied to the cable by increasing or diminishing © 


the distance between the movable segments BB 


( 


seilles-Algiers Cable,” full illustrated descriptions 
were given of the appliances used in connection 
with the work. .Through the kindness of Mr. 


Webb we are able to give an illustrated description | 
of one of the most important pieces of mechanism | 


FIG, I, 


and fixed ones A A A can be regulated to any 


required degree by turning the wheel F ; and thus 
any holding-back power required can be obtained ; 


or by screwing the segments completely back the 


cable can pass perfectly freely. (Zo be continued.) 
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THE BRUSH SYSTEM OF ELECTRIC 
LIGHTING. | 


Tuis system of electric lighting, an illustrated de- 
scription of which was given in the number of the 
TELEGRAPHIC JOURNAL for Jan. 15, 1879, has lately 
been introduced into England by the Anglo-Ameri- 
can Electric Light Co. (Limited), of Hatton-garden, 
London, E.C. Anexhibition of this light took place 
at the company’s premises on Tuesday, Dec. 23rd, 
in the presence of representatives of the press and 
others interested in the subject. | 
The introducers of this system claim that th 

drawbacks of expense, uncertainty, and complicated 
mechanism, which have hitherto stood in the way 
of an extended application of the electric light, 
are Overcome, and economy, constancy, and sim- 
plicity secured. During the past year the system 
has been adopted very largely in the United States, 
and with most satisfactory results, in various in- 
stitutions, hotels, colleges, shops, chemical manu- 
factories, iron and steel works, worsted, linen, and 
cotton mills, dry goods stores, printing offices, 
parks, steamers, harbours, and mines, for all of 
which it has been found not only available, but 
advantageous and economical. At present the 


‘manufacturers there are unable to keep pace with 


the orders for the machines. 
The system embodies important improvements 


and advantages in the three essentials necessary for 


electric lighting, viz.:—The generator or dynamo- 


electric machine ; the lamps or carbon regulators ; 


_ 


and the carbon. 


The “Brush” DYNAMO MACHINES are made in 
_ several sizes, capable of operating from I to 16 or 
even more lights in a single circuit, which may be 


of Io or 12 miles length if required. In construc- 
tion, the machines differ essentially from all others, 
both in the armature, the arrangements of the field 
magnets, and the commutator ; as will be seen by 
reference to the article in the Journal previously 


referred to, also the mode of connections adopted is © 


novel, thereby producing, it is claimed, from a given 


amount of power, a larger available current than 


has hitherto been ,obtained from any other com- 
bination. At the same time, the mechanical con- 
struction is such that the wear and tear is reduced to 
a minimum, the wearing parts (the segments of the 
commutator and brushes) being easily replaced when 
necessary by an ordinary mechanic, at a trifling cost. 

The current derived is continuous, and of such a 
nature as to enable it to overcome a great external 
resistance. In the “ Brush” machine, known as No. 


-7, from 16 to 18 powerful lights can be operated in 


one long circuit, each with an arc of 2 millimetres 
in length, at a speed of. 750 revolutions of the 
armature, absorbing about 13°5 horse-power, and 
consuming approximately one and a-half inch of 
carbon per hour per lamp. 


The machines may be run for any number of. 


hours continuously, and do not overheat or become 
less effective through continued use ; further, by a 
special regulating attachment, any smaller number 
of lights than the maximum that may be required can 
be employed, absorbing proportionately less power. 

The “Brush” LAMPS are very simple in construc- 
tion, thus ensuring ease of management, safety 
against internal derangement, and regularity of 
working. Those exhibited on the 23rd were very 


similar to the one illustrated in the Journal; but: 
ordinary double magnets were employed in the 
ange of the single bobbin shown in the illustration. 
y means of the magnetic control and automatig 
“cut off,” each lamp, though in continuous circu 
with many others, is independent in its working. 
Thus a mean length of arc, and equality of light, 
and consumption of carbon is always maintained. 
The “cut off” effectually guards against all dangers 
of general extinction ; should any one lamp in the 
circuit be thrown out by consumption of carbon or 


other cause, the remainder are not affected. In order . 
to produce steadiness in the movement of the carbon 
: the holder of the latter is connected to a small piston 


fitting loosely in a cylinder filled with glycerine, 
this damps the oscillations and prevents jerks. _ 
The “factory, or general purpose lamp,” consists 
of a strong rectangular iron frame, containing the 
regulator, the carbon holders, and support for the: 
globe, and is placed in proper position, and at the 
same time in electrical connection with the other 
circuit lamps and generator, by simply Aanging it 
up to its board, and thus doing away with all loose 
wires and screw terminals. These lamps are con- 


structed to burn about eight hours without renewal 


of carbon. The“ double rod” lamps are a modi- 
fication of the above, and are especially useful when 
a light is required for a longer period than eight 
hours continuously. These lamps contain two sets 
of carbon holders and carbon rods, ingeniously con- 


structed witha single regulator,which only allows one 


pair of carbons to burn at once, but instantaneously 
and automatically throws the second pair into circuit 
when the first are consumed. By means of these 
double rod lamps, a system of lights may be main- 
tained in continuous operation for sixteen hours 
without requiring any attention ; or, by introducing 
three rods and three sets of carbons, for twenty- 
four hours. It is obvious that the economical 
advantages of such an arrangement are very great 


in preventing waste or short lengths of carbon ; for 


instance, in eight-hour lamps of other systems, 
when the lights are required, say, for periods of six 
hours consecutively, there is still carbon enough left 
for two hours, which is removed and wasted, whole 
new lengths being necessarily substituted for the 


. next six hours’ run—whereas with the new patent 


“ Brush” lamps now introduced no removal of short 
lengths is necessary, thus effecting a saving of, say, 
25 per cent. of carbons ; for each pair would burn 
until consumed, when the next set is automatically 
and instantly substituted, not affecting the con- . 
tinuity of the light. | 

‘The other lamp is a focussing one, to use with 
reflectors for lighthouses and other suitable pur- 
poses, and a locomotive and ships’ head light. 

From a commercial standpoint, it is essential that 
the “ CARBONS,” which is the element of continuous. 
consumption in electric lighting, should be as cheap: 
as possible, for on this depends, to a great extent, 
the economic success of any system. At the same 
time, it is most important, in order to ensure a good 
light, that the carbon should be of great purity and 
uniformity. The “ Brush” carbon is manufactured 
by a process which ensures these conditions. 
Recent analysis made in this country proves that it 
contains only a + per cent of foreign matter, as com- 
pared with from 2 to 3 per cent. contained in the 
very best samples of any other kinds that could be: 
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produced. The uniformity is such, that in repeated 
observations, in a series of 16 lamps burning 
together at various times for many hours, no unequal 
consumption in any one of the lamps could be 
detected. The price at which it can be supplied 
is 4d. per foot. | 

From the peculiar construction of the Brush 
machines a large number of lights may be worked 
at a long distance from the dynamo-electric 
machine, with a very small loss of power. In an 
experiment made, the resistance in the circuit was 
‘suddenly changed from that equal to 14 mile of 
conducting wire to a resistance equal to 250 feet 
enly, and the effect on the 16 lights was barely 
appreciable. One pair of conductors only is required 


for all lamps, no matter what their number may be, . 


and the loss due to these conductors falls, not on 
each lamp, but upon the whole circuit. 

The experiments made on Dec. 23rd were very 
successful, the light being remarkable for its steadi- 
ness. Each of the lights, according to Mr. Ladd, 
had an intensity equal to 960 standard candles, the 


photometer being placed on a level with each lamp. | 


With the lamp elevated so as to cause the rays to 
fall with an incidence of about 45°, the power is 
considerably greater, perhaps as much as 20,000 
candles. { 
The engine employed to drive the dynamo 
machine was supplied and manufactured by Messrs. 


' ‘Wallis and Stevens, of Basingstoke, and worked 


with remarkable steadiness. 


‘THE ELECTRIC LIGHT AT THE VICTORIA 


STATION OF THE METROPOLITAN 
RAILWAY. 


‘ON Monday, Dec. 15, the first public trial was made 


of an electric lighting system for the illumination 
of the Victoria Station of the Metropolitan District 
Railway. This trial, which was a great success, 
was more particularly of interest in consequence of 
the distance of the illumination from the source of 
light. The arrangement is an extension of the 
system of illumination now in full action along the 
Thames Embankment and Waterloo Bridge, and 


_ which has been carried out, as is well known, by the 


Société Générale d’Electricité, of Paris, the engineer 


of which is M. J. A. Berly. 


The actual distance between the Charing-cross 
Station, where the generating apparatus is located, 
and the Victoria Station, is 2,373 yards, and along 
this distance the leading wires are carried through 
the tunnel of the railway. : 

The illumination is carried out by means of 
Jablochkoff candles placed in opalescent globes. 

_ The length of the station illuminated is 300 feet, 
its width 50 feet, and height 40 feet. There are 
two platforms, with a space of 20 feet between the 
two. Ten lights are employed, which are thus 
distributed :— 

_ Five on the down platform, dividing the length in 
equal distances, four on the up platform, alternating 
with the five of the down line, and one central, 
Situated over the middle of the bridge or passage 
connecting the up and down lines. Each light is 
about 13 feet above the ground, and all are sus- 
pended from the iron roof of the station. The 
tamps are of the same power and description as 


tnose used on the Thames Embankment, Waterloo 
Bridge, and elsewhere. They are enclosed in 
16 inch opal globes. The same steam engine 
which is maintaining the 40 lights on the Thames 
Embankment and the Io on Waterloo Bridge, is 
employed to produce the lights. The engine is, 
therefore, now maintaining 60 lights altogether. 
The distance between the two stations of 
Charing-cross and Victoria, as we stated, is 2,373 


yards, or 1°354 mile; but the length of wire 


between the two stations, owing to the curves and 
losses necessarily attending the laying, connecting, 


and fixing, amounts to about 1°65 mile; the whole 


circuit being, therefore, of a length equal to 
3°30 miles. | 

The to lights are on two circuits, and main- 
tained by the two spare circuits of the Gramme 
machine feeding the Io lights on the Waterloo 
Bridge. | | 

The leading wire is of the same description as 
that throughout the Thames Embankment, viz., a 
cable of seven strands of copper wire well insulated. 
The last electric lamp at Blackfriars Bridge is one 
mile from Charing-cross ; the frontage thus actually 
covered is 2°65 miles. 

A fourth 20-light Gramme machine has just 
been erected at the Charing-cross centre, and a 


trial ‘of 80 lights, worked by a Ransomes, Sims, 


and Head’s 20 nominal horse-power engine, will 
shortly take place. | 


Correspondence. 


| [ e 
To the Editor of THE TELEGRAPHIC JOURNAL, 


S1r,—I read in your Journal of the rst December an 
account of a lecture delivered by Mr. W. Lant Carpenter 
on the daily practical applications of electricity in the 
United States, | 

In this lecture Mr. Carpenter is reported to state 
that having interviewed Mr. Edison at Menlo Park, and 
having seen his sub-division of the electric light, | 
comes to the conclusion that he is no nearer to it now 
than he was some two years ago. has 
' Unfortunately I had not the pleasure of knowing 
Mr. Edison so long ago, but upon a visit to the States 
about eight months ago I made the acquaintance of 
Mr. Datchelor, who was kind enough to post me up in 
the numberless inventions of Mr. Edison, including the 
sub-division of the electric light, to which I paid special 
attention. | 

Personally I was quite satisfied that Mr. Edison 
would ultimately succeed in his object, and it is only 
within the last month, upon my second visit, that I 
made Mr. Edison’s acquaintance. I visited him twice 
in-a fortnight, at the end of which I was more satisfied 
than ever that the result would be a grand success, 

It is only within the last few days that the news 
reaches us of an attempt to light the houses in Menlo 
Park with these new electric lamps. 

I should fancy every one will admit that this is a 
great move forward in this sub-division, and I hope 
will be sufficient to satisfy Mr. Carpenter that his state- 
ment is somewhat incorrect and misleading. 

I am, yours, &c., 
CHARLES LEVER. 
Bowdon, Cheshire. | 


[We cannot see that our correspondent in his letter 
has answered Dr. Carpenter’s remarks on the subject ; 
he, like Dr. Carpenter, has merely stated a conclusion 
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drawn from his own impressions, no facts are stated, 
except that an attempt (the italics are our own) has 
been made to light the houses at Menlo Park. This 
hardly amounts to a solution of the problem, we 
think, nor do we see how it can be characterised as a 
‘great move forward in this sub-division.”—Ep. TEL. 
Jour. ] | 


TRIALS OF THE JABLOCHKOFF AND WERDE. 
MANN ELECTRIC LIGHTS IN PARIS. 


Sir,—In your issue of the 15th inst. under above 
head, you have shown, I think, rather too great bias 


in favour jof the Werdemann light; but as you have 


ever evinced a desire to act fairly and impartially, I 
will put before you one or two points that suggest 


themselves, 


M. Werdemann was to have lit the Mansion House 
and Exchange Place a year ago. Why has #57 come of 
this? * * * * + 

For the first time we learn that the system Werde- 
mann was steady and silent, while its rival was noisy ; 
also, that in the trial M. Werdemann used no globes to 
his lights, “thus to show the natural colour of the 


same.” Surely this remark is. unnecessary, as doubt- — 


less those superintending arranged details of the trial. 
In the matter of the power required for each light, 
how unfair is the subject placed before the general 
reader, Twelve Werdemann lamps required, your 
article says, 6 horse-power or half horse-power for a 
light, while the Jablochkoff system took 12 horse. 
power for eight lamps, or 13 toeach light. No mention 


is made of the power of light, leaving it to be believed 


that the Jablochkoff required 14 horse-power to each 
light. Whereas the fact is that one of them of quite 
300 candles requires little over a + horse-power, while 
a Werdemann necessitates for a lamp of only 30 gas 
jets à a horse-power. | 

As the result of this experiment is in the hands of 
M. Garnier and M. Vaucorbeil, the Director of the 
Opera, it would, I think, have been better to have 


_ awaited their report before endeavouring to lead the 


public mind. | 
Whether the Werdemann system requires quantity 


‘ currents as against intensity in the case of the Jabloch- 


koff matters really very little; the former is a very 
pretty little light if well regulated ; suitable, no doubt, 
for certain work : the latter can do anything; has 
proved its adaptability for interiors, shops, or ware- 
houses, for street lighting, or for railway stations, near 
or distant from the seat of electric power, and by its 
last step, that, whether by intensity currents or not, it 


can light at nearly two miles from the engines, steam 


and electric, and without any regulator or apparatus of 


any kind,.a large station; and I have no doubt what- | 


ever, that when the system is worked on a large scale, 
it will be found to contrast, äs to cost, most favourably 
with any system of electric lighting, and even with gas 
itself. | Your obedient servant, | 
Junior Carlton Club, ELECTRON. 
December 23rd, 1879. 


_ [We have received another important letter on this 
subject, which arrived too late for publication in the 


-present number ; it will, however, appear in our next 


issue.—Ep. TEL. Jour. | 


THE cable between St. Thomas and St. Kitts is inter- 
rupted, and as the cables between Antigua and Guade- 
loupe, and between St, Croix and Trinidad are not yet 


repaired, there is at present no telegraphic communica- 


tion with St. Kitts, Antigua, Guadaloupe, Dominica, 
Martinique, St. Lucia, St. Vincent, Barbadoes, Grenada, 
Trinidad, Demerara, and Berbice, : 


receipts for the months of October and November last 


Hotes. 


TELEPHONIC ExCHANGES.—The}Lancashire Telephonic 
Exchange Company (Limited), are busily engaged esta- 
blishing ‘‘ Exchanges” in the principal manufacturing 
towns of Lancashire. Already the company have 
exchanges at Liverpool and Manchester, and the sub- 
scribers at these places are increasing almost daily. 


At present there are 120 subscribers in Manchester and : 


somewhat more at Liverpool. It is astonishing how 


” popular these exchanges are now becoming, and people 


wonder why they were not introduced long since. Man- 
chester was shrouded in a thick fog on Monday, the 
8th ult., but thanks to the telephone, merchants and 
others were able to arrange their business transactions 


without leaving their offices. There was some fear 
. when the telephone was first brought under public 


notice that it would become simply a wonderful scientific 


+ toy, but there can now be no doubt that it will be utilised 


to an enormous extent, and that it will replace very 
largely the instruments at present employed on private 


telegraph lines. 
Tue Care CagLe.—The section of the Cape Cable | 


between Aden and Zanzibar has been laid, thus con- 


necting telegraphically the Cape Colony with the rest 
of the world. | 


RoyaL Institution LECTURE.— The Friday evening 
lectures at the Royal Institution, before Easter, will in- 
clude a lecture by Professor Dewar, on “ Studies on 


a! 


_ the Electric Art,” on January 16th, and a lecture by 
Mr. W. H. Preece, on “ Wheatstone’s Telegraphic © 


Achievements,” on February 13th. Dr. C. W. Siemens 
will lecture on the 12th March. 


THE FRENCH ATLANTIC CABLE.—The French 
Cable, the main portion of which. has recently 
been laid, will have a total length of 3,363 knots. Of 
this distance, the cable from Brest to St. Pierre, New- 
foundland, which has been laid, is 2,395 knots in 
length. The portion between St. Pierre and Cape Cod, 
Massachusetts, which has also been laid, is 860 knots 
long. From Cape Cod to New York the messages 
will be transmitted by an overland wire, the property 
of the Company. Another portion of cable, 270 knots 
in length, has just been laid between St. Pierre and 


Nova Scotia. It was not intended to finish this portion ., 


during the present year, but the rapidity with which it 
has been constructed has enabled it to be completed. 
The completion of the total length of 3,663 knots will 
be effected when the last link, 138 knots in length, is laid 
between Brest and the Land’s End. The completion of 
the main portion of the cable was heralded by the usual 
complimentary messages. 


REMARKABLE ELECTRIC PHENOMENON.— At the 
commencement of a violent snowstorm, the author per- 
ceived little luminous tufts at the end of the steel rods 


of his umbrella, and heard a sound like the humming 


of an insect. On approaching his hand to one of the 
lights he felt a slight shock in the first two joints, and the 
light disappeared.—Æ. Lamarre, in “‘ Comptes Rendus.” 


THE ABERMAWR-WEXFORD CABLE.—Operations in 
connection with the repair of the Abermawr-Wex- 
ford 4-wire cabie, belonging to the Postal Telegraph 
Department, and which was broken a short time ago, 
have already been commenced. It has been found 
necessary to renew entirely a portion of this cable. The 
repairs will be completed early in the present month. 


Post OFFICE TELEGRAPHS.—The Postal Telegraph 
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year have exceeded those of the corresponding months 


in the previous year by no less than £36,378, or 
nearly 17 per cent. “it | | 


“THE Post Office and Telegraph departments of 
Queensland are being amalgamated. ; 


UNDERGROUND TELEGRAPHS IN FRANCE. — M. 
Cochery, the Minister of) Posts and Telegraphs in 
France, recently applied to the Government for a credit 
of 8,000,000f. for the establishment of subterranean 
telegraph wires along séme of the main trunk lines, to 
take the place of the existing aërial lines, should the 


latter become incapacitated by the weather, or any > 


other cause. The total length it is proposed at present 
to lay is 965 kilometres, | 


THE BLAKE AND THE EpISON TELEPHONIC TRANS- 
MITTERS.—In a letter to the Scientific American, Mr. 
T. D. Lockwood, of Boston, U.S., says:— 

‘ An attempt is now made to induce the public to 
believe that Mr. Edison is also the inventor of the only 
really successful microphonic transmitter ever produced. 
I allude to that invented by Mr. Francis Blake, of 
Newton Lower Falls, Mass., and described in your 
issue under the date of November 1. 

‘Wherein the similarity between the Blake and the 
Edison transmitters lies, it is difficult for one acquainted 
with both to say, save in the fact that both are used in 
combination with an induction coil, the secondary circuit 
of which is a part of the main line, | 

‘[ have examined Mr. Prescott’s account of Mr. 
Edison’s inertia telephone, and find it totally different, 
both in action and principle, from any microphone. 

“It appears, however, from the article in question, 
that Mr. Edison’s latest transmitter, described also in 
the Scientific American a few weeks since, is also like 
the ‘old invention,’ in principle. If so, it is a query 
why the Western Union Company did not bring out 


this superior instrument instead of the carbon telephone, 


when the latter was beaten everywhere by the Blake 
transmitter. The fact really is that the Western 
Union tried to imitate the Blake transmitter at differ- 
ent times since its introduction, a year since, and. could 
never make the imitations work, simply because the 
Blake transmitter has a few technical points on which 


its success depends, and which are only known to the. 


electricians of the National Bell Telephone Company. 
‘ Mr. Prescott states in his book, and it is found to 

be true in practice, that although many substances may 

be used as a conducting medium for varying resistances 


_in the Edison transmitter, lampblack is the best; per 


contra, lampblack is not used in the Blake transmitter 
at all, the substance used being invariably very hard 
gas carbon, besides which Mr. Edison himself states in 
his patent 203,016, that unmixed carbon is not adapted 
for use in his transmitter, . 

“The article we have allyded to as in your last issue, 
in its second paragraph states that there is ‘ nothing 
delicate or fine about the construction’ of the Blake 
transmitter. In the third paragraph we find the words, 
‘this casting supports two delicate springs,’ &c. One 
of the main features in this transmitter is the delicacy 


of the adjustment obtained by means of the casting, | 


which is perpendicularly across the inside of the 
In con- 
clusion, I desire to say that no cavilling spirit dictates 
these remarks, but simply a desire for justice to the 


_ Blake transmitter, it inventor, and perfecters.” 


a lecture delivered at Berlin, on “ Electricity in 
Service of Life,” Dr. Werner-Siemens spoke of the 


problem of the electric transmission of power to a dis- 


tance. He stated that two cases of the kind existed in 
the city ; in one case looms were driven, and in the other 
a small locomotive, He also insisted upon the value 
of electricity for metallurgical purposes, äxd thought 
that the solar rays may by-and-by furnish all necessary 
fuel through the agency of the electric curreñt. 


THE METROPOLITAN FIRE BRIGA LEGRAPHS.— 
At a recent meeting of the Metropolitan Board of 
Works, the Fire Brigade Committee stated that their 
attention had been called to the necessity of improving 
the telegraphic communication between some of the 
fire stations. Delay and inconvenience arose from the 
fact that some of the outlying stations were not in 


. direct communication with the chief office of the dis- 


trict. It was resolved that immediate steps, at a cost 
of £225, be taken for the purpose of remedying the 
difficulty. | 


THE T1DE As A Motive Power.—At the fortnightly 
meeting of the Liverpool Engineering Society, Mr 
Arthur Pates, of Bradford, read a paper on the “ Utili. 
sation of the Tides.” In the course of it he remarked 
he believed that the “‘age of steam ” had reached 1 
pith, and the “ age of electricity ” had dawned. Th 

thor illustrated the paper by drawings, which were 
lucidly described, showing the proposed method of 
utilising the power of the tides, and by a table giving 


the approximate cost of such works. 


THE TELEPHONE IN BURTON.—Messrs. Bass & Co.,, 
says the Burton Chronicle, now possess the most unique 
and comprehensive telephone department of any private 
firm in England. A central office has been established 
on the system of the public telephone exchanges at 


work in America, and more recently in London, 


Sheffield, and elsewhere. The wires, some of them 
nearly two miles in length, twelve in number, and 
springing from the offices of heads of departments, are 
terminated in the central office. In this office is also 
placed a very ingenious yet simple “switchboard,” 
which provides the means of putting the ends of the 
wires in electrical connection. A series of brass “ shut- 


| ters” are attached to the switchboard, each shutter 


being engraven with the name of the office with which 
it is connected. When a distant office desires com- 
munication, the shutter on that particular wire falls 
open. In a moment the operator in the central office, 
-by the insertion of a brass plug, is informed the name 
of the other office with which communication is wanted. 
The insertion of another brass plug completes the 
joining of the two wires together, and the two offices, 
although miles away, are in oral communication with 
each other; the whole operation of. putting them 
through having occupied three or four seconds. This 
vast concern now transacts its business, although 
covering so much ground, with the ease and freedom 
of being placed in one large building. It only remains 
for us to add that the voice of the speaker at the most 
distant office was as plain and as familiar as if we were 
face to face, and the extreme sensitiveness of the 
apparatus was demonstrated by the fact that we heard 
whispering and the ticking of a watch with remarkable 
distinctness. A clerk is employed at the central office 
from 7 a.m. to 6 p.m. simply to attend to the tele- 
phone. The whole of the work in connection with the 
system has been carried out by Messrs, Tasker, Sons, 
and Co., of Sheffield. | 


OpricAL TELEGRAPHY.—The French Minister of 
War has published regulations for organising optical 
telegraphy in time of peace. Several places on the 
French frontier are to be connected by posts, and 
apparatus are to be manceuvred by trained persons, 
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who will make reports of communications sent or re- 
ceived. This new service is to be placed under the 
supervision of the Director of Aërial Communications, 
who already has command of the balloonists and colom- 
bophiles for carrier pigeons. — | 


WESTERN UNION TELEGRAPH Company.—At the 
close of the year, ending June 30, 1879, the Western 
Union Telegraph Company had 82,987 miles of line, 
211,566 miles of wire, and 8,534 offices. At the close 
of the year ending June 30, 1869, the corresponding 
totals were 52,099 miles of line, 104,584 miles of wire, 
and 3,607 offices. In the year ending June 30, 1879, 
the company forwarded 25,070,106 messages. as com- 
pared with 7,934,933 messages in the year ending 
June 30, 1869. | | 


SAWYER’s ELECTRIC LAMP.—A new electric lamp 
was recently exhibited in operation at the factory of 
Arnoux & Hochhausen, manufacturers of electrical 
lighting apparatus, at Nos. 2 and 4, Howard Street, 
New York. The lamp is the device of Mr. Charles 
Sawyer, who exhibited an apparatus called the “ Sawyer- 
Man Lamp” about a year ago. The light of this lamp 
was produced by the heating to a white heat of a slen- 
der, short pencil of carbon, supported in an hermetically 
sealed glass tube. This tube was filled with nitrogen 
gas, and contained at its base a preparation which the 
inventors claimed would prevent the destruction of the 
carbon pencil. The lamp exhibited is a modification 
of the Werdemann and the SawyersMan lamps. The 


_pencil is eight inches long, is hermetically sealed in a : 


glass tube containing nitrogen, and is fed upward, like 
_ the pencil of Werdemann’s lamp. Mr. Sawyer claimed 
that the pencil would need to be fed upward, one- 
sixteenth to one thirty-second of an inch, once during 
a period of from nine to fourteen hours, and that the 
pencil would, therefore, supply light for about 1,500 
continuous hours, This. result, Mr. Sawyer said, was 
due to an electrical generator of his own design. The 
total cost of materials for a year’s constant use of the 
lamp would be 12 cents, Three lamps were exhibited 
_ In one circuit, and each gave a good light. Any one 
light may be extinguished while the others remain un- 
affected. A company, to be called the Eastern Manu- 
facturing Company, is to be organised in New York for 


the purpose of introducing the new apparatus. Mr. 


Sawyer said it is proposed at first to provide sets of 
lamps consisting of from two to six lamps, each set to 
be accompanied with an electrical generator and all 
necessary apparatus. The lamp is designed to be used 
in the place of gas light, and Mr. Sawyer claims that 


— accomplished the necessary sub-division of the 
ight. | 


THE TELEPHONE AT BIRMINGHAM.—Augustus West. 


wood & Co., telegraph engineërs, of West Bromwich, 
have erected five lines of wire for Messrs. W. and T. 


Avery, Birmingham (the eminent scale makers), on 


which they are using Bell’s telephone. The success of 
the instrument is so great that the firm are in treaty 
with Messrs. V/estwood to erect a line of wire between 
their works at Birmingham and Ryder’s Green, a 
distance of 10} miles. 


A Storm Detector.—Professor A. Mayer, of the 


Steven’s Institute, U.S., records that while a thunder- 


storm was raging at so great a distance off that only the 
illumination of the clouds told when a flash occurred, he 
attached one wire of a galvanometer to the water-pipes 
and the other to the gas-pipes of his house, thus con- 
necting in metallic current a vast system of metallic 
conductors stretching all over the city. Whenever a 


flash occurred he states that the galvanometer needle. 
was deflected 10° to 20°. The two occurrences were 
simultaneous, so far as could be determined. The 
storm was 12 miles distant, and the conclusion drawn 
was that “ at least 500 square miles of the earth’s sur- 
face had its electrical condition changed at each flash 
of the lightning.” 


Proceedings of Societies. 


PHYSICAL SOCIETY.—DECEMBER 13th, 1870. 

ei Prof. W. G. Apams in the Chair. | 

New Members—Mr. J. H. PoynTiNG, Mr. R. T. 
GLazewoop, Dr. R. C. SHETTLE, Prof. ROWLAND, 


Mr. Jon Gray, D. Sc., Mr. H. R. Brook, Mr. E. B. | 


SARGENT, Mr. E. PATERSON. PET 

“On the Graduation of the Sonometer,” by Mr. 
J. H. Poynting, Trinity College. | 

The author had endeavoured to reduce the present 
arbitrary readings of the sonometer of Prof. Hughes to 
absolute measure by adopting the formula given in 
Maxwell’s Electricity, vol. ii., chap. xiv., to the induc- 
tion of two circular coils on the same axis separated by 


a distance greater than the radii of the coil, on a third 


coil intermediate. By applying the formula thus 


_ obtained to the results of Prof. Hughes for different 


metals, he finds that either the electric resistance of 
metals as given in the tables is not the same as the 
resistances of the metals as employed by Prof. Hughes, 
or that the induction effect of the balance or sonometer 
is not proportional to the conductivity of the metal. 

Prof. AYRTON reminded the society that, at a former 
meeting, he had shown mathematically that the effect 
was not proportional to the conductivity but to an ex- 
ponential function of the conductivity.. W. CHANDLER 
RoBERTS, F.R.S., stated that Prof. Hughes did not pro- 
fess that the metals used by him to’ obtain his results 
were pure. Prof. ADAMS mentioned that Prof. Hughes 
had shown that the effect was dependent on other con- 
ditions than the mere purity of the metal. | 


Dr. G. A, FLEMING, St. John’s College, Cambridge, 


exhibited and described a new form of Wheatstone 
balance, designed principally for comparing the B. A. 
units of resistance deposited in the Cavendish Labora- 
tory. The divided resistance is a circular platinum- 


‘iridium wire, and an arm fitted with a contact at its 


extremity revolves round after the manner of circular 
resistance coils, thus altering the ratio of the divided 
resistances. Thecontact is a knife-edge of platinum, 
and itis made and broken by hand like a key. A series 
of ingenious copper mercury-cups are fitted to the 
balance so as to permit of two coils being compared at 
any temperature with great exactness by the method 
suggested by Prof. Foster and adopted by Prof. Chrystal 
of Cambridge. This consists in exchanging the posi- 
tions of the units on the balance and observing the 
difference in the results. By Dr. Fleming’s arrange- 
ment this exchange can be effected without removing 
the coils from the heating apparatus in which they are 
placed or otherwise altering their conditions. The 
mercury contact-cups, and the heating cans were also 
improved by Dr. Fleming for the purpose of facilitating 
accuracy of results.* | 

Prof. PERRY described a Dispersion Photometer de- 
vised by himself and Prof. Ayrton, for the purpose of 
comparing intense lights, such as the electric, with a 
standard candle, without taking up much room in order 
to put the stronger light a distance from the screen pro- 
per, to give an illumination equal to that of the candle. 


* A full illustrated description of this Balance is given on page 
3 of this Journal. : 
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To reduce the distance of the stronger light from the 
screen, the authors had inserted a lens in the track of 
the beam, so as to disperse the beam to a degree which 
could be determined by an easy formula. Thus by 
artificially diluting the powerful beam they could com- 
pare it with the feebler beam, from the standard light, 
in a shorter space. For an electric light of 6,400 candles 
only 8 feet need be required by the new plan, instead of 
80 feet by the unassisted method. | 


.. Dr. JoHN Hopkinson, F.R.S., stated that he had 


actually used the same method for some months past 
in his electric light experiments, He recommended a 
plano-convex lens as the best to use; and suggested 
that the focal length should be calculated. He thought 
that the error due to absorption could easily be obviated. 

Prof. AyrTon then described a method by which 
Prof. Perry and he had determined the value of g, or 
the co-efficient of gravity, at the Imperial Engineering 
College, Tokio, Japan, by means of pendulums. Their 
result is g80'06 ; and calculation from the position of 
the place makes it 979°8. 

An improved form of Spherometer, designed by Mr. 
W. GooLDEN, and made by Mr. ApAm HILGAR, was 
exhibited to the meeting. The frame is of aluminium, 
combining lightness and rigidity; the legs and screws 
of hard steel. The screw carries a drum, divided into 
1,000 parts, and the instrument gives a reading to the 
556 Of an inch by the usual method of touch. In- 
creased sensitiveness is got by employing a galvano- 
meter to indicate the contact of,the middle pointer with 
the surface, By this means it is made correct to 


of an inch. 


Putents—1879. 


5009. ‘ Friction telephones; or, electromotographs.” 
J. Imray. (Communicated by J. F. Bailey.) Dated 


5044. ‘! Improvements in wire drawing and ap- 
paratus therefor.” J. Imray. (Communicated by P. 
Muhlbacher.) Dated Dec. 0. | 


5045. ‘‘Inclinatoriums; or, dipping azimuth com- 
passes.” J, ImMRAy. (Communicated by J. Peichl.) 
Dated Dec. 9. 


5078. ‘“ Improvements in, and relating to, electrical 
signal apparatus.” W. R. LAKE. 
F, Blake.) Dated Dec. 11. 


508s. ‘“ Dynamo electric machines, and electro- 
motive engines.” W. L. Wise. (Communicated by E. 
Bürgin.) Dated Dec. 11. 


5114. ‘‘Improved methods of, and apparatus for, 
facilitating telephonic communication.” W. R. LAKE. 
(Communicated by M. D. and T. A. Connolly and T. 
J. McTighe.) Dated Dec. 13. 


5119. ‘ Electric telegraphs.” Sir 4. ANDERSON 
and F,S. HareGcoop. Dated Dec. 13. 


5126. ‘Electric signalling apparatus to be used in 


the loading and discharging of ships.” W. WHITE. 
Dated Dec. 15. 


5127. ‘Improvements in electric lamps, and in the 
method of manufacturing the same.” T. A. Epison. 
Dated Dec. 15. | 

5149. “ Telephones and their connections.” J. 
Imray. (Communicated by J. F. Bailey.) Dated Dec. 
16. Complete. + 

5153. “Signal buoys.” E.E. Mann. Dated Dec. 16. 

5156. “Electric light regulators.” S.Pirr. (Com- 
municated by C. E.Scribner.) Dated Dec. 16. 


_ 5157. ‘“ Magneto-electric machines and electric 
light apparatus.” H.F. Joec. Dated Dec. 16. 


_ing buoys at sea or in harbours,” S, Pitt. 


(Communicated by 


5167. ‘ Safety alarm signalling apparatus to be 
used in connection with steam boilers.” W. WHITE. 

5175. ‘ An improved mode of insulating mariners’ 
compasses.” A. W. L. Reppiz. (Communicated by 
J. B. Siccardi.) Dated Dec. 17. 7 

5196. ‘‘ Apparatus for ringing alarm bells on float- 
(Com- 
municated by H. Brown.) Dated Dec.19. Complete. 

5206. ‘Improvements .in, and connected with, 
electric lamps.” G.G.ANpRE. Dated Dec. 19. 

5219. ‘ Galvanic Batteries.” T.Coap. Daied 
Dec. 20. | 


ABSTRACTS OF PUBLISHED 
SPECIFICATIONS, 1879. 


1635. “ Electric light apparatus.” JAMES MCKENZIE, 
of the firm of Strode and Company. Dated April 25. 
Relates to improvements in apparatus for governing 
the distance between the points of the electrodes, or 
carbons of electric lamps, where they are arranged 
vertically, or opposite to each other. : ? 

1652. ‘‘ Improvements in, and relating to, printing 
telegraph apparatus.” WiLLiAM ROBERT Lake. (A 
Communication from abroad, by Casimir Hayet, of 
Paris.) Dated April 26. 8d. This invention consists 
of modifications of the ordinary dial apparatus. In 
order to adapt it for printing, it is necessary that the 
manipulator shall be an invertor, and the receiver 
consequently provided with a polarised pallet, and 
without spring regulation. The magnetic connecting bar 
of the line electro-magnet is replaced by a non-magnetic 
bar, or piece of copper, for example. Two electro- 
magnets are thus obtained with one branch, placed 
in juxtaposition in the same circuit, and having con- 
sequently four poles, of which two are utilised for the 
rotation of the typé wheel and of the needle, and two 
for the impression, 3 


1692. “ Regulating electric currents.” JoHN Scupa- 
MORE SELLON and HENRY Epmunps. Dated April 30. 
6d. Great difficulties have hitherto been experienced in 
controlling the energy of the electric current, as, for 
example, in electric lighting by the incandescence of a 
rod or wire. Moreover, the motive force required to 
work the dynamo-electric machine has been, to a great 
extent, wasted when the electric current has proved too 
powerful for the work it was required to perform, the 
practice of shunting off the excess of electricity having 
been adopted, instead of the action of the motor being 
reduced. It is now proposed to introduce into the 
circuit an automatic switch, which, as a retaining or 
other wire, forming part of the switch, becomes heated 
by the passage of the current, will be brought into 
action and caused to connect the two collecting brushes 
of the dynamo-electric machine with each other, 
thereby causing the induced current to cease, and free 
the motive power engine of its work. 


1766. ‘‘ Demagnetising iron ships.” Evan HENRY 
Hopkins. Dated May 5. 2d. Consists in the 
application of electro-magnets of a special construction © 
to the framework of iron ships, or to the iron frame- 
work or structure of composite ships. (Not proceeded 
with.) | 


1791. ‘“Electriclamps.” JOHN SCUDAMORE SELLON 
and HENRY Epmunps. Dated May 6. 2d. Relates 
to regulating the energy of the electric current to each 
lamp in a circuit, by supplying all the lamps in a circuit 
with the maximum current required to secure the proper 
incandescence of any one of the lamps, and in such of the 
lamps as may not require the full current, by connecting — 
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the two sides of the space bridged over by the incan- 
descent wire, by passing as many fine wires from side 
to side as may be found necessary to carry over the 
surplus current, Also it consists of an arrangement for 
closing the circuit and cutting out any lamp of a series 
before the fusing point of the incandescent wire is 
reached ; and, lastly, to a lamp in which two illumina- 
ting rods or wires are used, the second one being brought. 
into circuit on the fusion of the first. (Not proceeded 
with.) | | 
1813. “Electric type printing telegraph apparatus.” 
GEORGE JONAS Droste. Dated May 7. 8d. Is intén- 
ded to overcome the difficulty of obtaining synchronism 
in the driving mechanism of the Hughes’ apparatus, 
which, it is stated, is increased when more than two 
apparatus are to be worked on one circuit, and with a 
greater number becomes an impossibility. The syn- 


chronism of the apparatus in a circuit is ensured by . 


the mutual action of the electro-magnets and the driv- 
ing mechanisms, which latter are connected with auto- 
matic current commutators and influence the same. 
(The claims are fourteen.) | 


1830... “ Apparatus for composing, transmitting, and 


deciphering secret telegrams.” HERBERT JOHN HApD- 
DAN. . (A communication from Messrs. G. Schacher et 
Compagnie, of Paris.) Dated May 8. 2d. Consists in 
or of several alphabets or signs arranged on concentric 
_circles-on a transmitting or recording dial, on which 
circles the same letters or signs have different values 
given them, following some key. (Not proceeded with.) 


- 1949. ‘ Apparatus for generating electric currents.” 
JOHN ScuDAMORE SELLON and HENRY EpMunps. 
Dated May 15. 2d. The object of this invention is 
to obtain induced currents of electricity (by the aid of 
rotating magnets), that these currents may be used for 
illuminating and other purposes without affecting the 
current which circles around the field magnets. (Not pro- 


. 


ceeded with.) 


Mr. SAM MENDEL. has joined the board of the 
Western and Brazilian Telegraph Company (Limited), 
as deputy-chairman. | | 


Messrs. C. J. Hambro and Son notify that a half. 
yearly dividend at the rate of 5 per cent. per annum 


105-107 ; 


will be paid on the shares of the Great Northern Tele. 


graph Company on and after to-day. | 


The offices of the Indo-European Telegraph Com _ 
pany have been removed to 18, Old Broad Street, E.C © 

The Eastern Extension Telegraph Company (Lim- 
ited), have declared an interim dividend for the quarter 
ending Sept. 30 last of 2s. 6d. per share, or at the rate 
of 5 per cent. per annum, free of income tax. .. _ 


The Eastern Extension, Australasia and China Tele- 


graph Company (Limited), notify that the coupons on 


the Five per Cent. Australian Government Subsidy 
Debentures, due to-day, will be paid on and after that 
date at Messrs. Barclay, Bevan and Co.'s. Pee 


The following are the final quotations of telegraphs for 
Dec. 29th:—Anglo-American, Limited, 57-574; Ditto, 
Preferred, 82-824; Ditto, Deferred, 334-33; Brazilian 
Submarine, Limited, 74-7%; Cuba, Limited, 85-9; Cuba, 
Limited, 10 per cent. Preference, 153-163; Direct Spanish, 
Limited, 24-2; Direct Spanish, 10 per cent. Preference, 
12-12%; Direct United States Cable, Limited, 1877, 
104-10}; Eastern, Limited, 83-85 ; Eastern, 6 per cent. 
Debentures repayable Oct., 1883, 102-104; Eastern 5 per 


~ cent. Debentures repayable Aug., 1878, 102-104; Eastern, 


6 per cent. Preference, 114-12; Eastern Extension, Austra- 
lasian and China, Limited, 84-8}; Eastern Extension, 6 per 
cent. Debenture, repayable February, 1891, 106-109; 5 per 
cent. Australian Gov. Subsidy Deb. Scrip, 1900, 101-103 ; 
Ditto, registered, repayable 1900, 102-104; German 


Union Telegraph and Trust, 81-83; Globe Telegraph 


and Trust, Limited, 5-54; Globe, 6 per cent. Preference, 
11-1143 Great Northern, 83-9}; Indo-European, Limited, 
224-23}; Mediterranean Extension, Limited, 25-34 ; Medi- 
terranean Extension, 8 per cent. Preference, 10-103 ; Reuter’s 
Limited, 10-11 ; Submarine, 225-235; Submarine Scrip, 


24-23; West Coast of America, Limited, 14-13; West India 
+ and Panama, Limited, 13-14; Ditto, 6 per cent. 


First 
Preference, 74-7%; Ditto, ditto, Second Preference, 63-7 ; 
Western and Brazilian, Limited, 5$-5%; Ditto, 6 per cent. 
Debentures “ A,” 99-102, Ditto, ditto, ditto, “ B,” 97-101 ; 
Western Union of U.S. 7-per cent., 1 Mortgage (Build- 
ing) Bonds, 120-125; Ditto, 6 per cent. Sterling Bonds, 
Telegraph Constructicn and Maintenance, 
Limited, 34-36; Ditto, 6 per cent. Bonds, 106-108 ; Ditto, 


Second Bonus Trust Certificates, 23-3; India Rubber 
 Co., 124-1343 Ditto, 6 per cent. Debenture, 105-107. _ 


TRAFFIC RECEIPTS. 


Ÿ © | 28 9 BO wae + 208 | 298 69 O% | LES | | 
7 om Fu 
Nov., 1879 67,380 |*14,540} 3,000 | 1,335 | 22,460 | 46,147 | 26,379 | 16,653  … ... a Fe PIS 227! 4707 : 
Nov,, 1878 .. 51,090 12,753 | 2,609 | 1,002 17,030 | 37,170 | 25,980 | 16,587 | … oo 9,549 | 2,200 4729 
| | | 
Increase ... 16,200 | 1,787 391 333 | 5430 | 8,977 | 1,099 66 |... | 


* Four weeks. 


** October receipts, £12,000. 


a, not published at present, 
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BON 
BELVEDERE, LONDON, S.E, | 


BLACK AND COPPERED CARBON RODS. Fe BATTERY PLATES. 
Sole Makers of BROCKIES ELECTRIC LAMP. 


PHOTOGRAPHY 


RAPID DRY PROCESS). 


Previous Knowledge not necessary. 


#| No Chemicais required in the field, Tourists’ Pocket Camera and Slides, 
for Plates 4 by 34. Lens, Patent Folding Stand, Chemical 
and every requisite. | 


| | Price Complete, £8 8s. | 

(THE SAME SET: FOR: PICTURES 5x 4, £9 Qs. 
Practical Instruction Free. | 

| Sensitive Plates 2s. 6d. per dox. 


WRATTEN & WAINWRIGHT, 


se, GREAT QUEEN ST. LONG ACRE, W.c. 


EDWARD PATERSON, 


MANUFACTURING | ELECTRICIAN, 
| 3, BEDFORD COURT, COVENT GARDEN. | 
STEAM WORKS—GRAY’S LIN IN ROAD. 
EXPERIMENTS IN ELECTRIC LIGHTING CARRIED OUT. 


PATERSON’S ELECTRIC LAMP & BATTERY, for experiments with the Electric Light, £s ss. . 
AFPARATUS FOR SCIENCE SCHOOLS AND LECTURE PURPOSES. 


RUHMKORFEF coms AND VACUUM TU BES.—Purchasers of more than &2 value of these can see en tested 
before purchasing. 


Telephones, Telephone Calls, Telephone Wires, Electric Bells, Indicators, and Patio” 


SIEMENS’ & GRAMMES’ DYNAMO-MACHINE and LAMPS on Hire. 


PROFESSOR 8. P. THOMPSON’S LANTERN SLIDE GALVANOMETER, 20s. 
New iBustrated of 60 pages, post free 6 stamps. 


ZANN BRIDGER, 
ELECTRICAL INSTRUMENT MARUPACTURERS. 


1, JAMES STREET, 
[OLD STREET, LONDON, 


LAKERS of ZANNTS PATENT DYNAMO MACHINES for ELECTRO PLATING and TYPING. 
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THE BIRKBECK BUILDING SOCIETY’S ANNUAL 
RECEIPTS EXCEED FOUR MILLIONS. 


HOW TO PURCHASE A HOUSE FOR, TWO 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay.—Apply at the 
Office of the BIRKBECK BUILDING SOCIETY, 29 & 30, Southampton 
Buildings, Chancery Lane. 


HOW TO PURCHASE A PLOT OF LAND FOR 
_ FIVE SHILLINGS PER MONTH, 


With Immediate Possession, either for Building or Gardening pur- 
.—Apply at the Office of the BIRKBECK FREEHOLD LAND 
OCIETY, 29 and 30, eee Buildings, Chancery Lane. 


HOW TO INVEST YOUR MONEY WITH 
SAFETY, 


Apply at the Office of the BIRKBECK BANK, 2 29 & 30, Southampton 
Buildings, Chancery Lane, Deposits received at varying rates of 
interest for stated periods, or repayable on demand. 


Current Accounts opened with Persons properly introduced, and 


Interest allowed off the minimum monthly balances. English and | 


Foreign Stocks and Shares purchased and sold, and Advances made 
thereon. 


Office hours from ro to ; except on Saturdays, when the Bank 
closes at 2 o’clock. On ondays the Bank is open until 9 o'clock 
in the Evening. 


A Pamphlet, with full particulars, may be had on application 
FRANCIS RAVENSCROFT, Manager. 


ELECTRICAL & SCIENTIFIC APPARATUS. 


WHOLESALE MANUFACTURERS OF 
ELECTRIC BELLS. 


Our New Perfected Pattern Mounted entirely on Metal. 


Improved Indicators and Automatic Telephone 
Switches. 


INDUCTION COILS of highest finish. Carbons, Wire, 


and all materials. 


SILVER AND NICKEL PLATING AND GILDING, 


Instruments made, repaired, or altered on the premises, 


Illustrated Electric Bell List free, complete Catalogue 
Two Stamps. Special quotations to the Trade. 


DALE & CRAMPTON, 


Electricians and Opticians, 


4, Little Britain, London, E.C. 


| one stamp. 


ROSSLEY’S PATENT TELEPHONES 
TRANSMITTER, as described in ‘‘ TELEGRAPHIC 
JOURNAL,” May 1, 1879. Price from £3. Illustrated 


Single Needle and Block Instruments, as supplied to the principal 
Railway Companies, Sounders and Morse Instruments, Coils with @ 
Induced Needles, Mining and Signal Bells, Telephone Call 
Boards, &c. Sole Makers of Warburton and Crossley’s Patent 
Relay. 


BLAKEY, EMMOTT & CO, F5 
Northern Telegraph Works, Halifax, and 14, Southampton “a 
Buildings, Chancery Lane, London. E 


per Term in advance. All lectures are fully illustrated.’ o 


‘T. WIESENDANGER’S 
CLASSES IN PRACTICAL SCIENCE.@R 
LECTRICITY and MAGNETISM, Thursdays, 


730 to 830; ACOUSTICS, LIGHT and HEAT, am 
Thursdays, 8°30 to 9°30. Fee for the two courses, 9/- ar 


Appliances for constructing Apparatus. 


33, NEW BRIDGE STREET, 
LUDGATE CIRCUS. 


ELECTRICITY. ELECTRICITY. ELECTRICITY. 


GEO. G. BLACKWELL 
PREPARES specially the MANGANESE for use in! 


Leclanché and other Batteries; guaranteed pure, strong, and j 
certain action. 


Manganese and Mineral Works, Garston. 


Offices—s, CHAPEL STRET, LIVERPOOL. 


F. H. BROOK, ELECTRISIAN, 
107, Lorrimore Road, Walworth, S.E. 


ANUFACTURER of Voltaic and Frictional Apparatus, for 
commercial uses, private experiment, and public demonstration | Le 
of new patterns, improved insulation, and highest efficiency. | 
Lecturers’ Portable Self-packing Batteries, Holtz Machines! 
High Power Ebonite Leyden Batteries. ie 
New Pattern Bells, every part, except terminals, fitted 
upon a rigid metal base, cast in one piece. 18 
N ew. complete Price List, 24 pp., post free. Special Trade Terms. 
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(HICKLEY’S PATENT). 


Wholesale and Retail Agent, 


JOHN ORME 
(Late M. JACKSON & CO). 


These Telephones are acknowledged to be perfect for practical 
use in connecting offices, mines, &c. They are now in use upon 
many lines, and are never known to fail. | 


Price Lists of every description of SCIENTIFIC APPARATUSI 
and CHEMICALS, post free for three stamps each. 


Enclose Business Card for Trade Terms. 


£2 10s. per pair. 


65, BARBICAN, LOND ON, 
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BY THE LATE PROFS. CLERÉMARWEL 
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«preeminent. This noble work will do more to taise our cornet in the eyes reall competent: judges: than carts 


FNTE Professor. Maxwell had not already earned a PRE in the’ very front rank of the nhysicists of the present time, di 


would win it for him. “Asan exposition of the sub ect, :it is characterised: b exe hich we 
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Printed at the CLARENDON PRESS, MACMILLAN AND Co. 
Publishers to the 


| WW. BADE 
SCIENTIFIC INSTRUMENT MANUFAOTURERS 


1 Appointment to the Royal Institution of Great Britainy, 
| tt and 12, Beak S treet, Street, w. 


| IMPROYED. HOLTZ ELECTRICAL MACHIN ES, with 4 to 24 Plates.” available ain 
any condition of the atmosphere. 


| | LADDS DYNAMO. MAGNETO MACHINE and GRAMMES S MAGNETO. BERCTRIC MACEI 


| : ‘Apparatus of every Description, 


i 
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gPatent High Speed Governor, 
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ENGINE ARE— 
Steadiness “in: 


WHICH ENSURHs 


The Grestest 


No expensive Foundations, Brick: Chimney, | Or 
ROBEY & Co.'s 
OTRIC LIGHT EN 


Saving of Time and Expense in Fixing. 
| separate Boiler Howse being required. - 


Great Boonomy in Fuel. 


SOME OF THE ADVANTAGES OF THIS 
Base, Safety, und Economy in Working. 


| & Co., Engineers, England; 
LONDON OFFICE, 117, CANNON STREET, EC. 


POWER TO 50 HORSEPOWER, | 
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GREAT GEORGE STREET ‘WESTMINSTER; SW: 


; 
Zz ‘ 


Telegraph, and for the Supply of Telegraph Stores. 
ANUFACTURERS OF TRON POLES AXD TELEGRAPH wine. 


oF EVERY DESCRIPTION OF 
TELEG RAPH INSTRUMENTS | AND APPARATUS, 


Ms M. WARDEN, où the late Firm of Warden, Muirhead ‘and Clark. 


“APPS, 433, “STRAND, ONDON. 


Fuses, Dynamite, Gun Cotton. Bbonite Manufactures of all kinds, 
n+ 46 Order for Manufacturers and Amateurs, and all Materials for Scientific & 3 | 
autical, Mechanical, Optical, Blecirical, Acoustic and Scientific Instruments ant aide 


neries, Cargoes, &e. Patonts and of Inventions. 


: 108 & 100, CAN NON SE, LONDON, c. 
: Essex ; Persan Beaumont, France 


TELEGRAPH ‘ENGINEERS AND MANUFACTURERS | oF 


Submarine, Subterranean, and Aérial. 
india-Rubber and Gatta-Percha covered in all gauges. 


Semaphore Block” Instruments, Bellis, Resistance Coils, We Thomson’ s aud. other : 


Galvanometers, Condensers, Testing Instruments, &c. 


ae AS RP à received the most favowable reports from Telegraph Engineers, and is in general use on English 
AN other kinds of Batteries also. mantfactured. Ebonite C 
MANUFACTURERS oF THE MOST ImpRovED APPARATUS FOR RAILWAY 


SEMAPHORE REPEATERS “LIGHT INDICATORS, AND WALKERS PASSENGER 


GUARD” COMMUNICATOR. 
PK STORES AND APPARATUS OF EVERY DESORIPEION. 


“PTORPEDO APPARATUS. 


d Manufacturers of a Complete System of Torpedhes for. Harbour and Coast Defence, and of the 


SIBVERTOWN PATENT FIRING BATTERY, 
a : A Constant Battery for Mining and Blasting Purposes" 
TRACTS ENTERED INTO for thé: SUPPLY, CONSTRUCTION, avd MAINTENANCE of TELEGRAPH 


tractors for. ‘the Complete Equipment of Lines q | 


| Pe Patent Induction Coil, 1 inch to Go tach, Spark in Air, Vacuum Tubes and 
LEOTRIC LIGHT. Contracts for Supply and Maintenance, &c. Telephonié felland Pneumatie 
smasunicators laid and maintained. Ap a’ New Constant ading! Battery. Bagot’s Patent Mining = 
onal Apparatus for Shafts and Engine Planes. Bagot’s Patent Recorder and 


NSTRUMENTS. —'' Morse” Takers, Single Needle, Wheatstone’s & Walker's ot 
BA TTERTES.-60LE MANUPACTURERS FOR GREAT BRITAIN, IRELAND, AND THE D 

DOLONIES OF THN CRLEBRATHD LECLANCHS BATTERY, 
“nd Continental Railways. As a Battery for all Telegraphi ‘dis, it is undoubtedly 


ee INDIA-RUBBER. GUTTA-PERCHA, & TELEGRAPH WORKS COMPANY (Limited) are Pattes 


= 


ida 


Pelegraphic and Contractor. ‘Needle, Morse, Alphabetical, Soanders and 
legraphic Instruments. Batteries, Lines, Cables, lusulators, Semaphores, Torpeño + 
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